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REPORT 

OF  THE 

JEFFERSON  HOSPITAL 

For  year  ending  May  31,  1917 
Fortieth  Year 


GENERAL  HOSPITAL 
Cor.  10th  and  Sansom  Streets 

MATERNITY  HOSPITAL  MATERNITY  DISPENSARY 

224  South  7th  Street  2545  Wharton  Street 

DEPARTMENT  FOR  DISEASES  OF  THE  CHEST 
236-238  Pine  Street 


PHILADELPHIA 
1917 


The  Jefferson  Hospital  receives  the  injured  and  sick 
irrespective  of  race,  nationality  or  religion. 

Patients  desiring  admission  should  apply  at  the  Hospital 
between  8  A.  M.  and  5  P.  M.,  or  to  any  member  of  the  Medical 
Staff. 

Cases  of  recent  accident  occurring  in  Pennsylvania  are 
admitted  at  any  hour  of  the  day  or  night. 

The  insane,  and  patients  suffering  from  contagious  dis- 
eases or  alcoholism  are  not  received;  except  when  temporary 
relief  is  possible,  incurable  cases  are  not  admitted. 

The  Maternity  Hospital  is  located  at  224  West  Wash- 
ington Square,  with  a  dispensary  at  2545  Wharton  Street. 
Women  are  received  and  cared  for  during  confinement,  or  at- 
tended at  their  homes. 

The  Department  for  Diseases  of  the  Chest  is  located  at 
236  and  238  Pine  Street.  Patients  with  advanced  pulmonary 
tuberculosis  only  are  admitted  to  the  wards. 
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WILLIAM  POTTER, 

President. 


DAVID  N.  FELL,  Jr., 
Secretary. 

Hon.  SIMON  GRATZ, 

WILLIAM  POTTER, 

JOSEPH  De  F.  JUNKIN, 
DANIEL  BAUGH, 


Hon.  MAYER  SULZBERGER,  LL.D. 


DANIEL  MOREAU  BARRINGER, 
ALBA  B.  JOHNSON, 


G.  COLESBERRY  PURVES, 

WILLIAM  T.  ELLIOTT, 

DAVID  N.  FELL,  Jr., 

J.  PERCY  KEATING, 

JOHN  H.  McFADDEN, 

THOMAS  NEWHALL, 

SAMUEL  M.  CURWEN, 


THE  PENNSYLVANIA  COMPANY  FOR  INSURANCES   ON  LIVES  AND 
GRANTING  ANNUITIES,  PHILADELPHIA,  PA., 
Treasurer. 


CHARLES   E.  COXE. 
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Mr.  BARRINGER, 
Mr.  JOHNSON, 
Mr.  NEWHALL, 
Mr.  ELLIOTT, 


Mr.  JUNKIN, 
Mr.  BAUGH, 
Mr.  SULZBERGER, 


Hospital  Committee 

Mr.  BAUGH,  Chairman. 


College  Committee 

Mr.  GRATZ,  Chairman. 


Mr.  McFADDEN. 


Mr.  GRATZ, 
Mr.  McFADDEN, 
Mr.  CURWEN, 
Mr.  COXE. 


Mr.  PURVES, 
Mr.  FELL, 
Mr.  KEATING, 


Mr.  BAUGH, 


Committee  on  Finance 

Mr.  PURVES,  Chairman. 
Mr.  ELLIOTT. 


Mr.  NEWHALL, 


A 


Unmen  0  Auxtitarg 


Mrs.  ROBERT  E.  HARE,  Chairman, 

Mrs.  HOBART  A.  HARE,  V ice-Chairman, 

Mrs.  HORATIO  GATES  LLOYD,  Secretary, 

Mrs.  FRANK  S.  EVANS,  Treasurer. 

Members 


Mrs.  A.  CRAWFORD  ALLISON, 

Mrs.  B.  DOBSON  ALTEMUS, 

Mrs.  WINFIELD  S.  ARTER, 

Mrs.  FRANKLIN  BAKER,  Jr., 

Mrs.  DANIEL  BAUGH, 

Mrs.  H.  I.  BEARSS, 

Mrs.  EDWARD  J.  G.  BEARDSLEY, 

Mrs.  EDWARD  L.  BLABON, 

Mrs.  WALTER  D.  BLABON, 

Mrs.  GEORGE  W.  BOYD, 

Mrs.  JOS.  PRIESTLEY  BUTTON, 

Mrs.  P.  BROOKE  BLAND, 

Mrs.  WALTER  BRYANT, 

Miss  MARY  E.  CONVERSE, 

Mrs.  JAMES  B.  CORYELL, 

Mrs.  CHARLES  E.  COXE, 

Mrs.  J.  CHALMERS  DaCOSTA, 

Mrs.  JOHN  C.  DaCOSTA,  Jr., 

Mrs.  ALBERT  J.  DEISINGER, 

Mrs.  EDWARD  PARKER  DAVIS, 

Mrs.  HOWARD  A.  DAVIS, 

Mrs.  WARREN  B.  DAVIS, 

Mrs.  J.  LESLIE  DAVIS, 

Mrs.  JOHN  M.  FISHER, 

Miss  LILA  FISHER, 

Mrs.  CLARENCE  GEIST, 

Mrs.  LOUIS  GEISLER, 

Mrs.  JOHN  H.  GIBBON, 

Miss  ALICE  GILPIN, 

Mrs.  QUINCY  A.  GILLMORE, 

Mrs.  WILLIAM  E.  GOODMAN, 

Miss  GERTRUDE  GOFF, 

Mrs.  E.  E.  GRAHAM, 

Mrs.  SIMON  GRATZ, 

Mrs.  WILLIAM  H.  GREEN, 

Mrs.  HOWARD  F.  HANbELL, 

Mrs.  D.  L.  HEBARD, 

Miss  ANNE  HINCHMAN, 

Mrs.  MAHLON  HUTCHINSON, 


Mrs.  ALBA  B.  JOHNSON, 
Mrs.  WILLIAM  N.  JOHNSON, 
Mrs.  FRANK  G.  KENNEDY,  Jr., 
Mrs.  EDWARD  J.  KLOPP, 
Mrs.  D.  BRADEN  KYLE, 
Mrs.  HERMAN  P.  KRKMER, 
Mrs.  EDWARD  J.  LAVINO, 
Mrs.  CHARLES  M.  LEA, 
Mrs.  WALTER  LEE, 
Mrs.  DAVID  LEWIS, 
Mrs.  FIELDING  O.  LEWIS, 
Mrs.  B.  B.  VINCENT  LYON, 
Miss  ANNA  J.  MAGEE, 
Mrs.  WILLIS  F.  MANGES, 
Miss  HELEN  MAYER, 
Mrs.  JOHN  R.  MUCKLE, 
Mrs.  J.     RUTHERFORD  MCALLIS- 
TER, 

Mrs.  THOMAS  McCRAE, 

Mrs.  JOSEPH  B.  McCALL, 

Mrs.  D.G.  METHENY, 

Miss  MARY  PIERCE, 

Miss  OLIVE  PARDEE, 

Miss  MARY  NEWBOLD, 

Mrs.  JAMES  OAKFORD, 

Mrs.  JAMES  M.  REED, 

Mrs.  JAMES  S.  ROGERS, 

Mrs.  ALBERT  H.  ROSENGARTEN, 

Mrs.  EDWARD  A.  SCHMIDT, 

Mrs.  J.  PARSONS  SCHAEFFER, 

Mrs.  S.  McCUEN  SMITH, 

Mrs.  HOLLISTER  STURGIS, 

Mrs.  EDWARD  K.  SPARKS, 

Mrs.  JOSEPH  W.  WEAR, 

Mrs.  EDWARD  H.  WEIL, 

Mrs.  W.  FIELDING  WILCOX, 

Mrs.  ROLLIN  H.  WILBUR, 

Mrs.  PERE  WILMER, 

Mrs.  WENDALL  WOODWARD. 
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Mtbxtul  Staff 

aniJ 

Assistant  Staff 

*  W.  M.  L.  COPLIN,  M.D.,  President. 

RANDLE  C.  ROSENBERGER,  M.D.,  Secretary. 

WILLIAM  M.  SWEET,  M.D.,  Treasurer. 

Emeritus  Physicians 

JOSEPH    S.    NEFF,  M.D., 
D.P.H.,  LL.D. 

*  JAMES  C.  WILSON,  M.D., 

Emeritus  Pathological  Chemist 

HENRY  LEFFMAN,  Ph.D.,  M.D. 

HONORARY 

Prof.  J.  SOLIS-COHEN,  M.D.,  Honorary  Laryngologist. 

MEDICAL  DEPARTMENT 

Attending  Physicians 

*  Prof.  H.  A.  HARE,  M.D.,  §  Prof.  THOMAS  McCRAE,  M.D., 

Prof.  S.  SOLIS-COHEN,  M.D. 

Assistant  Physicians 

*JOHN  C.  DaCOSTA,  Jr.,  M.D.,  R.  MAX  GOEPP,  M.D., 

F.  J.  KALTEYER,  M.D.,  *  R.  V.  PATTERSON,  M.D. 

E.  Q.  THORNTON,  M.D.,  *  E.  J.  G.  BEARDSLEY,  M.D. 

SURGICAL  DEPARTMENT 
Attending  Surgeons 

*  Prof.  J.  CHALMERS  DaCOSTA,  M.D.,       *  Prof.  JOHN  H.  GIBBON,  M.D., 

Prof.  FRANCIS  T.  STEWART,  M.D. 

Assistant  Surgeons 

*  CHARLES  F.  NASSAU,  M.D.,  DUNCAN  L.  DESPARD,  M.D., 

EDWARD  J.  KLOPP,  M.D. 

Assistant  Proctologist 

J.  COLES  BRICK,  M.D. 

MATERNITY  DEPARTMENT 
Attending  Obstetrician  and  Medical  Director 

*j"  Prof.  E.  P.  DAVIS,  M.D. 

Assistant  Obstetricians 

STRICKER  COLES,  M.D.,  WILLIAM  H.  WELLS,  M.D., 

GEORGE  A.  ULRICH,  M.D. 

*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 

§  Commissioned  in  Medical  Service  of  Great  Britain. 

t  Member  Advisory  Committee  to  Council  of  National  Defense. 
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EMERITUS 

Emeritus  Surgeons 

A.M.,      W.  W.  KEEN,  M.D.,  Sc.D.,  LL.D., 
W.  JOSEPH  HEARN,  M.D. 


GYNECOLOGICAL  DEPARTMENT 


Attending  Gynecologist 

Prof.  E.  E.  MONTGOMERY,  M.D. 
Assistant  Gynecologist 
JOHN  M.  FISHER,  M.D. 

OPHTHALMOLOGICS  DEPARTMENT 

Attending  Ophthalmologists 

Prof.  H.  F.  HANSELL,  M.D.,  Prof.  WILLIAM  M.  SWEET,  M.D. 

LARYNGOLOGICAL  DEPARTMENT 

Attending  Laryngologist 

Prof.  CHEVALIER  JACKSON,  M.D. 
Assistant  Laryngologist 
FIELDING  O.  LEWIS,  M.D. 

OTOLOGICAL  DEPARTMENT 

Attending  Otologist 

*  Prof.  S.  MacCUEN  SMITH,  M.D. 
Assistant  Otologist 
E.  L.  KLOPP,  M.D. 

ORTHOPEDIC  DEPARTMENT 

Attending  Orthopedic  Surgeon 

Prof.  H.  AUGUSTUS  WILSON,  M.D. 
Assistant  Orthopedic  Surgeon 

ARTHUR  J.  DAVIDSON,  M.D. 

PEDIATRIC  DEPARTMENT 

Attending  Pediatrist 

Prof.  E.  E.  GRAHAM,  M.D. 
Assistant  Pediatrist 

JULIUS  BLECHSCHMIDT,  M.D. 

DERMATOLOGICAL  DEPARTMENT 

Attending  Dermatologist 

Prof.  HENRY  W.  STELWAGON,  M.D. 
Assistant  Dermatologist 
*  HENRY  K.  GASKILL,  M.D. 

*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
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NEUROLOGICAL  DEPARTMENT 


Attending  Neurologist 

Prof.  F.  X.  DERCUM,  M.D. 

Assistant  Neurologist 

*  GEORGE  E.  PRICE,  M.D. 

GENITO-URINARY  DEPARTMENT 

Attending  Genito=Urinary  Surgeon 

*  Prof.  H.  R.  LOUX,  M.D. 

Assistant  Genito=Urlnary  Surgeon 

*  T.  C.  STELLWAGEN,  Jr.,  M.D. 

X-RAY  DEPARTMENT 

Attending  Roentgenologist 

*  WILLIS  F.  MANGES,  M.D. 

Assistant  Roentgenologist 

D.  R.  BOWEN,  M.D. 

PATHOLOGICAL  DEPARTMENT 

Pathologist  and  Director  of  the  Laboratories 

*Prof.  W.  M.  L.  COPLIN,  M.D. 

Assistant  Pathologists 

ALLER  G.  ELLIS,  M.D., 
DAVID  M.  DRY,  M.D. 

DEPARTMENT  OF  RADIUM-THERAPY 

Radium-Therapist 

*  WILLIAM  S.  NEWCOMET,  M.D. 

PHYSIOLOGICAL  CHEMIST 

Prof.  P.  B.  HAWK. 

BACTERIOLOGIST 

Prof.  RANDLE  C.  ROSENBERGER,  M.D. 


*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
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MEDICAL  DISPENSARY 

DIVISIONS  A  AND  B 

Daily,  12  o'clock,  noon. 

Attending  Physicians 

*  Prop.  H.  A.  HARE,  M.D., 
§  Prof.  THOMAS  McCRAE,  M.D. 
Chief  Clinical  Assistant 
*  E.  J.  G.  BEARDSLEY,  M.D. 
Clinical  Assistants 

*  W.  S.  LUCAS.  M.D.,  *  SIGMUND  S.  GREENBAUM,  M.D., 

*  B.  B.  VINCENT  LYON,  M.D.,  *  WILLIAM  F.  MOORE,  M.D., 

*  G.  H.  CLAPP,  M.D.,  FRANK  M.  DYSON,  M.D., 
J.  D.  LEHMAN,  M.D.,  JACOB  M.  CAHAN,  M.D., 
J.  Q.  THOMAS,  M.D.,  MARX  S.  WIESEN,  M.D., 
HENRY  A.  STRECKER,  M.D.,  J.  HENRY  BARTLE,  M.D., 

*  S.  CALVIN  SMITH,  M.D. 

Sub=Division  Medical  Dispensary 
Department  for  Diseases  of  Stomach  and  Intestines 

*  B.  B.  VINCENT  LYON,  M.D. 

DIVISION  C 

Daily,  2.30  P.  M. 

Attending  Physician 

Prof.  S.  SOLIS-COHEN,  M.D. 
Chief  Clinical  Assistant 

♦JOHN  A.  RODDY,  M.D. 
Clinical  Assistants 

H.  S.  BUCKINGHAM,  M.D.,  C.  HENRY  LEFCOE,  M.D., 

DAVID  W.  KRAMER,  M.D.,  A.  GORDON,  M.D., 

H.  L.  GOLDBURGH,  M.D. 


DISPENSARY  FOR  DISEASES  OF  THE  CHEST 

236-238  Pine  Street. 
Daily,  11  A.  M. 

Attending  Physician 

Prof.  THOMAS  McCRAE,  M.D. 
Medical  Director  and  Physician  in  Charge 
ELMER  H.  FUNK,  M.D. 
Clinical  Assistants 

HARRY  S.  HALPERN,  M.D.,  F.  S.  BURWELL,  M.D., 

NATHAN  BLUMBERG,  M.D.,  FRANK  M.  DYSON,  M.D., 

MARCUS  W.  NEWCOMB,  M.D.,  *  J.  B.  FLICK,  M.D., 

Department  Laryngology 
Chief  Clinical  Assistant 

*  ROBERT  M.  LUKENS,  M.D. 

Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 
*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
I  Commissioned  in  Medical  Service  of  Great  Britain. 
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SURGICAL  DISPENSARY 

DIVISION  A 

Monday,  Wednesday,  Friday,  12  o'clock,  noon. 
Attending  Surgeon 
*  Prof.  J.  CHALMERS  DaCOSTA,  M.D. 
Chief  Clinical  Assistant 
W.  P.  HEARN,  M.D. 
Clinical  Assistants 

*  HARVEY  M.  RIGHTER,  M.D.,  THOMAS  A.  SHALLOW,  M.D., 

*  HUBLEY  R.  OWEN,  M.D.,  *  FRANK  C.  ABBOTT,  M.D., 
WARREN  B.  DAVIS,  M.D.,  PATRICK  A.  MCCARTHY,  M.D., 

Anesthetists 

*  JOHN  F.  X.  JONES,  M.D.,  WARREN  B.  DAVIS,  M.D. 

Registrar 
H.  LEOPOLD. 

DIVISION  B 

Tuesday,  Thursday,  Saturday,  12  o'clock,  noon. 
Attending  Surgeon 
*  Prof.  JOHN  H.  GIBBON,  M.D. 
Assistant  Surgeon 
D.  L.  DESPARD,  M.D. 
Chief  Clinical  Assistant 
ARTHUR  E.  BILLINGS,  M.D. 
Clinical  Assistants 
E.  G.  ALEXANDER,  M.D.,  .    ERNEST  G.  MAIER,  M.D., 

LOUIS  CHODOFF,  M.D.,  JOHN  J.  WILEY,  M.D., 

L.  F.  MULFORD,  M.D.,  *  JOHN  B.  FLICK,  M.D., 

J.  WALTER  LEVERING,  M.D. 
Anesthetists 

ERNEST  G.  MAIER,  M.D.,  LOUIS  CHODOFF,  M.D. 

Masseuse 
Miss  M.  K.  HAAS. 

DIVISION  C 

Daily,  5  P.  M. 
Attending  Surgeon 

Prof.  FRANCIS  T.  STEWART,  M.D. 

Chief  Clinical  Assistant 

E.  J.  KLOPP,  M.D. 

Clinical  Assistants 

C.  D.  SMITH,  M.D.,  *  WILLIAM  SWARTLEY,  M.D., 

*  HENRY  P.  BROWN,  Jr.,  M.D.,  C.  W.  McCONIHAY,  M.D., 

*  W.  H.  HAINES,  M.D. 
Anesthetists 

C.  D.  SMITH,  M.D.,  *  HENRY  P.  BROWN,  Jr.,  M.D. 

Masseuse 

Mrs.  ELLEN  PETERSEN. 

SURGICAL  DISEASES  OF  THE  RECTUM 
Assistant  Proctologist 

J.  COLES  BRICK,  M.D. 

Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 
*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
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MATERNITY  DISPENSARY 

224  South  7th  Street. 
Daily,  12  o'clock,  noon. 

2545  Wharton  Street. 
Daily,  3  P.  M. 

Attending  Obstetrician  and  Medical  Director 

f  Prof.  E.  P.  DAVIS,  M.D. 

Assistant  Obstetricians 

STRICKER  COLES,  M.D.,  WILLIAM  H.  WELLS,  M.D., 

COLLIN  FOULKROD,  M.D.,  GEORGE  A.  ULRICH,  M.D. 

Clinical  Assistants 

L.  STROUSSE,  M.D.,  *  FRANCIS  J.  McCULLOUGH,  M.D., 

W.  E.  SEABOLD,  M.D.,  HARRY  STUCKERT,  M.D., 

EDWARD  A.  SCHUMANN,  M.D. 


GYNECOLOGICAL  DISPENSARY 

Daily,  12  o'clock,  noon. 

Attending  Gynecologist 

Prof.  E.  E.  MONTGOMERY,  M.D. 

Chief  Clinical  Assistant 

P.  BROOKE  BLAND,  M.D. 

Clinical  Assistants 

ALFRED  HEINEBERG,  M.D.,  HARRY  STUCKERT,  M.D., 

*  C.  M.  STIMSON,  M.D.,  *  FRANK  H.  HUSTEAD,  M.D. 

Anesthetist 

F.  R.  WIDDOWSON,  M.D. 

Pathologist 

HARRY  J.  HARTZ,  M.D. 

OPHTHALMOLOGICAL  DISPENSARY 

Daily,  2.30  P.  M. 

Attending  Ophthalmologists 

Prof.  H.  F.  HANSELL,  M.D., 
Prof.  WILLIAM  M.  SWEET,  M.D. 

Chief  Clinical  Assistants 

J.  C.  KNIPE,  M.D.,  *  C.  E.  G.  SHANNON,  M.D. 

Clinical  Assistants 

C.  R.  HEED,  M.D.,  J.  S.  FRITCH,  M.D., 

O.  G.  FEGLEY,  M.D.,  *  H.  E.  KEELY,  M.D., 

JAMES  HUNTER,  M.D.,  SAMUEL  MOSS,  M.D., 

C.  B.  BRIDGETT,  M.D. 

Registrar 

J.  LAVELLE. 


Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 
*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States, 
t  Member  Advisory  Committee  to  Council  of  National  Defense. 
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LARYNGO LOGICAL  DISPENSARY 

Tuesday,  Thursday,  Saturday,  12  o'clock,  noon. 

Attending  Laryngologist 

Prof.  CHEVALIER  JACKSON,  M.D. 

Operating  Chief 

FIELDING  O.  LEWIS,  M.D. 


Chief  Clinical  Assistant 

WILLIAM  H.  DEARDORFF,  M.D. 


Clinical  Assistants 

H.  HUNTER  LOTT,  M.D.,  ARTHUR  J.  WAGERS,  M.D., 

I.  G.  SIEBER,  M.D.,  MARION  HEARN,  M.D., 

A.  SPENCER  KAUFMAN,  M.D.,  THOMAS  E.  LONGSHAW,  M.D., 

J.  CLARENCE  KEELER,  M.D.,  WILLIAM  F.  H.  KOEGEL,  M.D., 

R.  H.  DENGLER,  M.D.,  THOMAS  W.  TAIT,  M.D. 


OTOLOGICAL  DISPENSARY 

Monday,  Wednesday,  Friday,  12  o'clock,  noon. 

Attending  Otologist 

*  Prof.  S.  MacCUEN  SMITH,  M.D. 

Assistant  Otologist 

E.  L.  KLOPP,  M.D. 

Chief  Clinical  Assistant 

*  J.  CLARENCE  KEELER,  M.D. 


Clinical  Assistants 

A.  SPENCER  KAUFMAN,  M.D.,  DAVID  NUSSBAUM,  M.  D., 

M.  HEARN,  M.D.,  FIELDING  O.  LEWIS,  M.D., 

ARTHUR  J.  WAGERS,  M.D. 


Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 
*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
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ORTHOPEDIC  DISPENSARY 

Tuesday,  Thursday,  Saturday,  n  A.  M. 


Attending  Orthopedic  Surgeon 

Prof.  H.  AUGUSTUS  WILSON,  M.D. 

Chief  Clinical  Assistant 

ARTHUR  J.  DAVIDSON,  M.D. 

Clinical  Assistants 


Directress  of  Orthopedic  Gymnastics 

Miss  ALICE  SIDDALL. 

Mechanicians 

EMIL  GEFVERT, 
OSCAR  GEFVERT. 


PEDIATRIC  DISPENSARY 


Attending  Pediatrist 

Prof.  E.  E.  GRAHAM,  M.D. 

Chief  Clinical  Assistant 

JULIUS  BLECHSCHMIDT,  M.D. 

Clinical  Assistants 


*  JAMES  R.  MARTIN,  M.D., 


H.  W.  BANKS,  M.D. 


Daily,  12  o'clock,  noon. 


S.  G.  SHEPHERD,  M.D., 
RALPH  L.  ENGLE,  M.D., 
EDWARD  A.  TREACY,  M.D., 


W.  H.  JOHNSTON,  M.D., 
♦EUGENE  RUSH,  M.D., 
ANDREW  P.  LORE,  M.D. 


Masseuse 


Mrs.  COSTELLO. 


Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 

*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
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DERMATOLOGICAL  DISPENSARY 


Daily,  12.30  P.  M. 
Attending  Dermatologist 

Pkof.  henry  w.  stelwagon,  m.d. 

Chief  Clinical  Assistant 

*  HENRY  K.  GASKILL,  M.D. 

Clinical  Assistants 

MAURICE  BROWN,  M.D.,  MELBOURNE  CLEMENTS,  M.D. 

A.  STRAUSS,  M.D.,  HENRY  G.  MUNSON,  M.D. 


NEUROLOGICAL  DISPENSARY 

Monday,  Wednesday,  Friday,  11  A.  M. 

Attending  Neurologist 

Pkof.  F.  X.  DERCUM,  M.D. 


Chief  Clinical  Assistant 

S.  F.  GILPIN,  M.D. 

Clinical  Assistants 

MICHAEL  A.  BURNS,  M.D.,  G.  F.  PHELPS,  M.D., 

BENJAMIN  P.  WEISS,  M.D.,  P.  A.  McCARTHY,  M.D., 

*J.  L.  DONAHUE,  M.D. 

Electro-Therapeutist 

WILLIAM  L.  CLARK,  M.D. 

Assistant  Electro=Therapeutists 

CYRIL  P.  O'BOYLE,  M.D., 
WILLIAM  H.  SCHMIDT,  M.D. 

Masseur 

Mr.  J.  P.  BREICKNER. 

Masseuse 

Miss  LIDIE  KEFFER. 


Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 

*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 
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GENITO-URINARY  DISPENSARY  \ 

Daily,  12  o'clock,  noon. 
Attending  Genlto-Urinary  Surgeon 
Prof.  H.  R.  LOUX,  M.D. 
Chief  Clinical  Assistant 

WILLARD  H.  KINNEY,  M.D. 

Clinical  Assistants 

JOHN  B.  LOWNES,  M.D.,  GEO.  J.  MUELLERSCHOEN,  M.D., 

THOMAS  H.  ATKINSON,  M.D.,  FRANK  W.  SWALLOW,  M.D., 

L.  N.  GARTMAN,  M.D. 

Anesthetists 

•J.  EDWARD  McDOWELL,  M.D.,  THOMAS  H.  ATKINSON,  M.D. 

Cystoscoplst 
(Vacant.) 
Registrar 

(Vacant.) 

X-RAY  DISPENSARY 

Daily,  11.30  A.  M. 
Attending  Roentgenologist 
*  WILLIS  F.  MANGES,  M.D. 
Chief  Clinical  Assistant 
*  F.  F.  BORZELL,  M.D. 

Clinical  Assistant 
MABEL  HAINES,  M.D. 
Registrar 
Miss  ESTHER  BECKERMAN. 

RADIUM  DEPARTMENT 

Radium-Therapist 

WILLIAM  S.  NEWCOMET,  M.D. 
Technician 

Miss  KATHERINE  E.  SHEAFER. 

DENTAL  DEPARTMENT 

Dentist 

JOSEPH  HEAD,  D.D.S.,  M.D. 

Assistant  Dentist 
R.  DOUGLAS  SCOTT,  D.D.S. 

HYDROTHERAPY  DEPARTMENT 

Mr.  WILLIAM  G.  GLENNAN,  Miss  MARIE  CULVER. 


Out-Patient  Departments  are  not  open  on  Sundays  and  Holidays. 

*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States. 


Medical  Director 

HENRY  K.  MOHLER,  M.D. 

Steward 
D.  ADAMS 

Chief  Resident  Physician 

RALPH  M.  TYSON,  M.D. 

Resident  Physicians 


*  CLIFFORD  B.  LULL,  M.D., 
MARSHALL  B.  MORGAN,  Jr.,  M.D., 

*  HAROLD  S.  DAVIDSON,  M.D., 
WILLIAM  H.  SPENCER,  M.D., 

*J.  ALLAN  BERTOLET,  M.D., 
JOSIAH  E.  SMITH,  M.D., 

*  ULRICH  P.  HORGER,  M.D., 
DAVID  R.  MORGAN,  M.D., 

*  JAMES  B.  CLINTON,  M.D., 
ERNEST  G.  WILLIAMSON,  M.D., 

*  CLARENCE  A.  PATTEN,  M.D., 


*  W.  W.  LERMANN,  M.D., 
GEORGE  P.  MEYER,  M.D., 
HAROLD  W.  JONES,  M.D., 
JAMES  M.  ODELL,  M.D., 
WM.  HARVEY  PERKINS,  M.D., 

*  FREDERICK  E.  KELLER,  M.D., 
PAUL  C.  EISEMAN,  M.D., 
HUGH  S.  BLACK,  M.D., 
JUAN   JIMENEZ,  M.D., 

*  JULIAN  E.  MEYER,  M.D., 

*  EDWARD  WEISS,  M.D. 


Resident  Dentist 

t  HOWARD  C.  WATSON,  D.D.S. 

Directress  of  the  Training  School 

CLARA  MELVILLE 

Assistant  Directress 
NORA  E.  SHOEMAKER. 

Matron 

SARA  H.  SMITH. 

Dietitian 

ELLEN  M.  GLADWIN. 

Apothecary 

HENRY  MITCHELL,  Ph.G. 


F.  E.  KELLER,  P.C., 
J.  ALFRED  WILSON, 


Assistant  Apothecaries 

CHARLES  S.  DUTTENHOFER, 
LEWIS  C.   SCHEFFEY,  P.D. 

Consulting  Engineer 

H.  S.  FARQUHAR. 


All  correspondence  should  be  addressed  to  the 
MEDICAL  DIRECTOR 


*  Commissioned  in  Medical  Officers'  Reserve  Corps  of  United  States, 
t  Commissioned  in  Dental  Officers'  Reserve  Corps  of  United  States. 
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Ottje  f  par  h  Work 

A  SUMMARY 

Patients  admitted,  8,874 

Patients  treated,  9,218 

Surgical  operations,  5,285 

The  Maternity  has  administered  to  3,252  women; 
1,229  babies 

The  Department  for  Diseases  of  the  Chest  has  admitted  260 
patients  to  wards  and  2,635  visits  were  made  to  the  Dispensary 

Dispensaries,  28,755  patients;  110,881  visits 

Prescriptions  filled  in  Dispensary  Drug  Store,  30,221 

In  all  public  departments,  50,256  patients 

Average  patients  per  day  in  all  public  departments,  686 


17 


5%  IrftVrsmt  i^nB^ttal 


This  report  deals  with  the  activities  of  the  fortieth  year 
of  the  Jefferson  Hospital.  The  work  has  increased  as  shown 
by  the  fact  that  9,218  patients  were  treated  in  the  Hospital, 
which  is  602  more  than  in  the  previous  year.  The  9,218 
patients  received  126,595  days  of  treatment,  an  increase  of 
2,037  days  over  last  year. 

In  the  wards  75  per  cent,  of  the  patients  were  treated 
free  and  the  remainder  contributed  approximately  one-half 
of  their  actual  cost  of  maintenance. 

The  dispensary  admitted  28,755  patients  as  compared  with 
27,564  patients  during  the  previous  year.  The  emergency  ward 
treated  15,691  patients,  being  133  patients  less  than  last  year. 

Within  the  doors  of  this  Institution  during  the  past  year 
53,320  new  patients  were  treated.  An  average  daily  number  of 
755  patients  were  treated  in  all  departments. 

The  total  expenses  for  the  year  were  $319,527.19,  an 
increase  of  $20,200.16  as  compared  with  the  previous  year. 
The  increased  prices  paid  for  provisions,  drugs,  surgical  sup- 
plies and  labor  have  added  greatly  to  the  cost  of  the  operating 
expenses. 

The  cost  of  maintaining  hospitals  is  increasing  each  year. 
Because  of  the  charitable  work  done,  a  hospital  is  only  able 
in  part  to  do  as  a  business  corporation  would,  namely,  to 
increase  the  cost  of  the  product  to  meet  the  greater  expense 
of  production. 

The  modern  methods  used  in  diagnosing  disease  requires 
many  difficult  and  expensive  procedures.  Placing  at  the  dis- 
posal of  a  teaching  hospital  staff  the  generally  accepted  valu- 
able means  of  diagnosis  unquestionably  involves  an  annual 
increase  in  the  Hospital  expenditure. 

Sufficient  endowment  is  necessary  to  provide  that  such 
progress  may  continue. 
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(gifts  l&tmmb  luring  tty  fear 

Mr.  Charles  P.  Vaughan  contributed  $5,000  to  endow  a 
free  bed  in  the  Orthopedic  service  of  the  Hospital,  to  be  styled 
"The  Catherine  Nelson  Vaughan  Orthopedic  Free  Bed." 

The  Will  of  Clara  Roberts  Galli  bequeathed  $5,000  to 
endow  a  bed  in  Memory  of  Edward  and  Mary  Elizabeth 
Roberts. 

Mrs.  George  R.  Bishop  contributed  $5,000  to  endow  a  bed 
in  the  Orthopedic  Ward  of  the  Jefferson  Hospital  in  memory 
of  her  father,  the  late  Dr.  David  P.  Miller,  who  graduated 
from  Jefferson  College  in  the  Class  of  1874. 

Sttrinu  lijr  llast  f?ar 

The  Louis  Clark  Vanuxem  Memorial  X-Ray  Department 

This  department  was  completed  and  occupied  during 
March,  1917,  and  is  a  splendid  tribute  to  the  benefactor, 
Louis  Clark  Vanuxem,  a  Trustee  of  the  Hospital  for  a  num- 
ber of  years,  who  so  generously  contributed  $25,000  to  estab- 
lish this  department.  The  laboratory  is  modern,  complete  and 
possesses  many  unique  and  desirable  features  not  ordinarily 
found  in  X-Ray  departments.  Every  known  facility  that 
would  add  to  the  efficiency  of  X-Ray  has  been  embodied  in 
the  plans  and  equipment  of  the  Department. 

There  are  ten  large  rooms,  four  of  which  are  operating 
rooms,  and  eight  smaller  rooms.  The  floor  space  occupied  by 
the  department  is  2,500  square  feet. 

The  operating  rooms  are  so  arranged  that  general  radio- 
graphic treatment,  and  fluoroscopic  operations  can  be  con- 
ducted at  the  same  time  without  interference.  The  three 
transformers  supplying  the  current  for  the  operating  rooms 
are  all  in  one  room  with  independent  ventilation  so  that  the 
disagreeable  odors  from  the  motors  and  transformers,  as  well 
as  the  noise,  are  practically  eliminated. 

Unusual  precautions  have  been  taken  for  the  protection 
of  the  operators  and  assistants.  The  operating  switches  are 
in  rooms  adjoining  the  radiographic  and  treatment  rooms,  and 
the  intervening  walls  and  doors  are  leaded.    The  operator 
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observes  his  exposure  through  lead  glass  windows  and  com- 
municates with  his  patients  by  means  of  speaking  tubes. 

The  fluoroscopic  room  and  one  of  the  radiographic  rooms 
are  so  arranged  that  private  patients  do  not  come  in  contact 
with  other  divisions  of  the  department,  since  they  communicate 
directly  with  the  private  waiting  room. 

The  developing  room  is  far  removed  from  the  points 
where  X-ray  tubes  are  excited,  the  plates  being  entirely  pro- 
tected from  scattered  X-rays.  There  is  a  complete  lantern- 
slide  outfit  in  this  room  and  also  a  blower  for  ventilation  as 
well  as  for  drying  plates. 

The  demonstrating  room  is  especially  well  equipped  and 
adapted  for  a  teaching  laboratory,  since  by  means  of  a  spe- 
cially constructed  view-box  a  large  number  of  plates  may  be 
viewed  without  handling. 

The  members  of  the  staff  have  access  to  this  room  and 
can  study  the  plates  of  their  patients  without  interfering  with 
the  work  in  other  parts  of  the  laboratory. 

The  entire  department,  because  of  its  size  and  arrange- 
ment, is  well  adapted  for  teaching  purposes. 

At  the  present  time  the  director  of  the  laboratory  is  giving 
intensive  training  to  fifteen  officers  of  the  Medical  Reserve 
Corps  of  the  United  States  Army,  to  prepare  them  for  military 
X-ray  work. 

Convalescent  Home  (Ivycroft  Farm) 

The  Social  Service  Committee  of  the  Women's  Auxiliary, 
who  have  been  so  persistently  committed  to  the  necessity  of 
establishing  a  convalescent  home  for  hospital  patients,  have 
during  the  past  year  attained  their  object.  The  farm  is  situ- 
ated within  one  mile  of  Wayne,  Pennsylvania,  and  consists  of 
fourteen  acres.  The  location  is  ideal  and  readily  accessible. 
To  those  familiar  with  the  difficulty  of  obtaining  convalescent 
care,  especially  for  men,  it  will  be  apparent  the  pleasure  the 
Hospital  has  in  announcing  the  additional  facilities  it  enjoys 
in  carrying  on  its  great  work.  It  solves  an  economic  problem 
which  confronts  every  hospital. 

The  greatest  credit  and  praise  is  due  to  the  members  of 
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the  Committee  on  the  Convalescent  Home  who  have  so  untir- 
ingly labored  at  Ivycroft.  The  financing  and  the  administra- 
tion of  the  Home  is  conducted  entirely  by  the  Social  Service 
Committee  of  the  Women's  Auxiliary  and  they  offer  to  male 
patients  of  the  Jefferson  Hospital  the  privilege  of  a  whole- 
some convalescence.  The  spirit  of  the  patients  is  the  greatest 
testimonial  to  the  value  of  this  work.  Many  additional  features 
will  be  inaugurated  from  time  to  time  by  the  committee. 

A  more  detailed  description  of  the  work  of  Ivycroft  Farm 
will  be  found  under  the  report  of  the  Social  Service  Com- 
mittee and  Department,  page  40. 

Army  Base  Hospital  No.  38 

Hon.  William  Potter,  President  of  the  Board  of  Trustees 
accepted,  through  Dr.  J.  Norman  Henry,  a  gift  of  $50,000 
from  Mr.  Henry  C.  Gibson  and  Mrs.  Adeline  P.  Gibson  thereby 
making  possible  the  organization  of  a  Base  Hospital  under 
the  auspices  of  the  Jefferson  Medical  College  and  Hospital, 
which  was  duly  authorized  by  the  Surgeon  General's  Office  on 


Prof.  W.  M.  L.  Coplin  was  unanimously  recommended 
by  the  Board  of  Trustees  to  the  Surgeon  General's  Office  as 
the  Director  of  the  Base  Hospital  and  to  undertake  its  organi- 
zation. The  professional  personnel  consists  of  three  Majors, 
nine  Captains,  thirteen  Lieutenants  and  sixty-five  graduate 
nurses.  In  addition  to  the  profession  personnel  the  Unit  com- 
prises two  dietitians,  three  stenographers  and  one  hundred 
and  fifty-two  enlisted  men. 

The  medical  officers  are  as  follows: 


May  3,  1917. 


Majors. 
Director  W.  M.  L.  Coplin, 
J.  Norman  Henry, 
Charles  F.  Nassau. 


Captains. 


E.  J.  G.  Beardsley, 
George  E.  Price, 
Frank  H.  Hustead, 


John  B.  Lowman, 

T.  C.  Stellwagen,  Jr., 


Charles  E.  Hayes, 
Francis  F.  Borzell. 


James  T.  Rugh, 
John  R.  Forst, 
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First  Lieutenants. 


J.  Allen  Bertolet, 
Clifford  B.  Lull, 
Ralph  M.  Tyson, 
Robert  B.  P'ratt, 
Hubley  R.  Owen, 
Guy  M.  Musser, 


John  F.  Park, 
Harold  S.  Davidson, 
Marshall  M.  Sinclair, 
J.  Howard  Gaskill, 
J.  Donald  Stone, 
John  H.  Chapman,  D.D. 


Maurice  C.  James, 

The  Women's  Auxiliary  of  the  Hospital  have  planned  for 
a  busy  summer  by  assisting  in  making  and  providing  surgical 
dressings,  rolling  bandages,  equipping  comfort  kits  and  fur- 
nishing other  supplies  for  the  Unit. 

Miss  Clara  Melville,  Directress  of  Nurses  of  Jefferson 
Hospital,  will  occupy  the  position  of  Directress  of  Nurses  in 
the  Base  Hospital ;  Miss  Anna  Parsons,  Chief  Clinic  Nurse  of 
the  Hospital,  also  will  accompany  the  Unit. 

The  Base  Hospital  consists  of  500  beds  for  patients  and 
in  addition  to  the  usual  hospital  equipment  it  is  expected  will 
include  six  large  ambulances,  several  motorcycles,  a  motor- 
truck, a  portable  machine  for  disinfecting  beds,  a  complete 
refrigerating  plant  machine  and  a  self  contained  X-Ray  unit, 
the  power  of  which  will  be  generated  by  a  gasoline  engine. 

Dental  Department 

Dr.  Joseph  Head  was  appointed  dentist  at  Jefferson  Hos- 
pital in  the  early  Spring,  1917.  Suitable  quarters  and  excel- 
lent equipment  were  provided.  His  first  aim  was  to  teach  the 
nurses  scientific  mouth  hygiene,  and  weekly  classes  were  started 
in  which  the  nurses  took  great  interest,  showing  satisfactory 
progress. 

Since  mouth  infection  is  a  cause  of  many  of  the  major 
diseases,  Dr.  Head  has  been  striving  to  see  that  the  mouths  of 
all  of  the  patients  that  are  treated  in  the  hospital  shall  be 
properly  cleansed  and  freed  from  this  disorder.  The  work 
has  been  progressing  and  the  effects  of  the  dental  treatment 
are  being  demonstrated.  Many  diseases  that  heretofore  have 
resisted  treatment  yield  when  the  mouth  infection  is  eliminated. 

The  dispensary  has  been  equipped  with  a  complete  dental 
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outfit,  including  a  modern  dental  electric  unit  consisting  of  a 
switchboard  and  a  set  of  electrical  instruments  as  an  aid  to 
diagnosis.  It  is  the  intention  to  supplement  the  efforts  of  the 
social  service  and  hospital  staff  with  modern  dental  work. 

A  special  dental  unit  has  been  devised  under  the  direction 
of  Dr.  Head  with  which  accurate  diagnosis  and  satisfactory 
work  can  be  performed  at  the  bedside  of  those  who  are  too 
sick  to  be  moved  to  the  dental  dispensary. 

Dr.  R.  Douglass  Scott  was  appointed  assistant  dentist  and 
Dr.  Howard  C.  Watson  was  appointed  as  dental  interne. 

The  Department  of  Radium  Therapy 

This  department,  founded  through  the  generosity  of 
Mrs.  Lucy  B.  Henderson,  has  been  most  active  during  the 
past  year.  A  physicist  and  technician  have  been  at  work. 
The  physicist  was  employed  for  six  months  to  install  the 
apparatus  for  collecting  and  purifying  the  emanation  of 
radium. 

In  March  of  1917  the  apparatus  was  moved  from  the 
room  where  it  had  been  placed  temporarily,  and  which  is  now 
the  office,  to  a  room  especially  prepared  for  use  as  a  laboratory. 
In  this  laboratory  a  vault  has  been  constructed  of  concrete 
with  a  small  iron  safe  inside  containing  the  radium  which  is 
in  solution  and  from  which  the  emanation  is  taken. 

In  February,  1917,  one  hundred  milligrams  of  radium 
were  added  to  the  quantity  already  on  hand  making  the 
amount  of  radium  now  in  the  possession  of  the  department 
214  milligrams,  of  which  74  milligrams  are  in  solution  and 
used  for  the  extraction  of  the  emanation,  which  together  with 
the  other  140  milligrams  is  used  for  the  treatment  of  patients 
who  come  to  the  Hospital. 

During  the  past  year  750  treatments  have  been  given  and 
78  new  patients  have  been  examined  and  treated,  an  increase 
of  31  over  the  number  of  patients  treated  last  year. 

Of  the  number  of  new  patients  38  were  treated  for  car- 
cinoma, 7  for  sarcoma,  13  for  epithelioma,  8  for  angioma  and 
12  for  various  other  diseases. 
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Electro-cardiograph 

A  room  on  the  second  floor  of  the  Hospital  building  has 
been  set  aside  and  suitably  adapted  for  electro-cardiographic 
investigation.  Dr.  Ross  V.  Patterson  provided  a  Hindle 
electro-cardiographic  outfit  to  be  used  in  studying  the  various 
cardiac  disorders  and  will  be  most  valuable  to  both  patient 
and  students.  Wires  have  been  run  from  the  electro-cardio- 
graphic room  to  the  wards  and  private  rooms  so  the  patient 
can  be  observed  without  being  transported.  This  is  a  great 
advantage  to  patients  who  are  suffering  with  disease  of  the 
heart. 

Training  School  for  Nurses 

Foreseeing  the  scarcity  of  nurses  that  must  follow  as  the 
ultimate  result  of  the  great  number  that  have  entered  the  mili- 
tary hospitals  abroad,  the  Trustees  authorized  changes  in  the 
Nurses'  Home  which  provides  accommodation  for  eighteen 
additional  pupil  nurses.  That  the  women  of  the  country  are 
awake  to  the  opportunities  to  serve  in  the  world's  war  is 
evidenced  by  the  fact  that  the  applications  for  entrance  to  the 
Training  School  for  Nurses  have  greatly  increased. 

REPORTS — Detailed,  statistical  and  financial  reports  of 
the  Hospital  will  be  found  on  page  60. 

Patients  desiring  the  privacy  or  luxury  of  a  private 
service  may  obtain  in  the  Jefferson  Hospital  a  room  with  or 
without  bath,  single  or  ensuite,  and  so  arranged  that  visiting 
relatives  or  friends  may  occupy  apartments  immediately  adja- 
cent to  the  patient. 

Electro-therapeutic  and  hydro-therapeutic  treatments, 
private  reception  rooms  and  parlor,  roof  garden,  private  oper- 
ating room,  sun  parlor,  diet  kitchen  and  facilities  for  private 
care  of  maternity  cases  are  also  available. 

Special  nurses  are  supplied  at  reasonable  rates,  the  Hos- 
pital making  no  extra  charge  except  for  board.  The  Hospital 
is  equipped  to  care  for  eighty-six  private  and  semi-private 
patients. 


24 


The  private  floor  service  has  been  more  in  demand  dur- 
ing the  past  year  than  at  any  time  in  the  history  of  the  Insti- 
tution. The  question  of  affording  a  service  on  the  plan  "of 
a  large  hotel  for  the  sick"  is  no  longer  an  experiment,  as  has 
been  proven  by  the  demand  for  this  kind  of  service. 

The  number  of  private  room  patients  admitted  during  the 
past  year  was  3,064  as  compared  with  2,896  in  the  previous 
year. 

Each  succeeding  year  will  find  the  public  making  an  in- 
creased demand  for  private  rooms  in  hospitals. 

•prmrisiotts  for  tljp  flrofrsstnttal  (Can?  of  flaitfnts 

The  fifteen  departments  of  the  Jefferson  Hospital,  includ- 
ing the  dispensaries,  are  under  the  immediate  supervision  of 
23  members  of  the  visiting  staff  and  over  135  assistants. 

The  Resident  Staff  comprises  16  physicians,  including  a 
Chief  Resident  Physician.  Nursing  is  supplied  by  a  Directress 
of  the  Training  School,  Assistant  Directress,  13  Graduate 
Nurses  and  112  Pupil  Nurses. 

The  institution  maintains  two  fully  equipped  pharmacies 
at  the  general  hospital  and  one  at  the  Department  for  Diseases 
of  the  Chest,  supervised  by  two  registered  managers  and  three 
qualified  assistants.  The  magnitude  of  this  service  may  be 
appreciated  when  it  is  stated  that,  exclusive  of  the  house  and 
operating  room  service,  30,221  prescriptions  were  filled  last 
year. 

The  Jefferson  Hospital  maintains  two  automobile  ambu- 
lances which  respond  to  calls  received  from  every  section  of 
the  city  and  suburbs.  Patients  coming  from  a  distance  are 
speedily  conducted  to  the  Hospital. 

Sfparttttrnt  for  StaraapH  of  the  (Efyrat 

The  Department  for  Diseases  of  the  Chest  was  acquired 
in  1913  by  the  purchase  of  the  buildings  formerly  occupied 
by  the  Henry  Phipps  Institute  and  located  at  236-238  Pine 
Street.  These  buildings  were  completely  renovated  and 
modernized  at  a  cost  of  over  $20,000,  and  in  their  present 
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condition  afford  every  facility  for  the  efficient  care  of  patients 
suffering  with  diseases  of  the  chest.  The  new  department  con- 
tains ample  space  for  dispensary  treatment  of  ambulatory 
cases,  while  the  wards  provide  forty  beds  which  are  devoted 
to  the  care  of  those  suffering  with  advanced  pulmonary 
tuberculosis. 

The  work  of  the  department  deals  largely  with  the  gen- 
eral problem  of  tuberculosis.  The  need  for  such  a  depart- 
ment doing  this  sort  of  work  must  be  evident  when  it  is 
recalled  that  one  in  every  ten  persons  dies  from  tuberculosis, 
and  in  the  State  of  Pennsylvania  alone  9,000  persons  die 
annually  from  this  disease.  The  incontrovertible  fact  that  the 
Department  for  Diseases  of  the  Chest  of  Jefferson  Hospital 
is  fulfilling  a  need  of  the  community  is  evidenced  by  the  long 
waiting  list  of  patients  applying  for  admission  to  its  wards, 
which  have  been  filled  to  capacity  since  the  opening.  One 
of  the  fundamental  methods  which  authorities  agree  is  neces- 
sary if  we  are  to  make  any  headway  whatever  in  the  control 
of  the  "Great  White  Plague"  is  the  isolation  and  segregation 
of  the  advanced,  indigent  and  dangerous  consumptive. 

For  this  purpose  there  is  a  total  lack  of  hospital  facilities 
in  the  State  of  Pennsylvania.  The  Board  of  Trustees  of  Jef- 
ferson Hospital,  always  anxious  that  the  institution  should 
take  an  active  part  in  matters  of  public  health,  and  realizing 
fully  that  special  tuberculosis  work  meant  added  financial 
responsibility — a  responsibility  all  the  more  weighty  in  view 
of  the  current  deficit  in  its  funds — felt  that  so  important  a 
community  need  should  be  considered,  and  proceeded  with 
organization  of  the  department  in  the  hope  that  the  State  of 
Pennsylvania  and  private  benefactors  would  contribute  toward 
its  support. 

The  work  is  a  charity  in  its  truest  meaning,  and  its  scope, 
like  that  of  the  general  hospital,  is  limited  only  by  the  funds 
available.  In  addition  to  the  medical  care  of  the  patient  in 
the  wards  and  in  the  dispensary,  the  home  condition  is  investi- 
gated by  trained  nurses  and  workers  acting  under  the  direction 
of  the  Social  Service  Department.   The  members  of  the  family 
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not  yet  victims  of  the  disease  are  given  directions  to  secure 
their  health.  Those  exposed  to  the  patient  are  directed  to 
report  to  the  dispensary  for  examination  to  discover  incipient 
cases.  When  incipient  cases  are  found  sanatorium  care  is 
arranged  for.  Arrested  cases  are  taught  how  to  prevent  re- 
lapses. The  abnormalities  of  environment  which  predispose 
toward  disease  are  corrected. 

The  activities  of  this  department  are  humanitarian  in  the 
widest  sense.  During  the  past  year  260  patients  were  cared 
for  in  the  wards ;  8,877  patient  days'  treatment  were  admin- 
istered and  2,635  dispensary  visits  were  made  by  out-patients. 

Because  of  the  lack  of  funds  the  department  was  com- 
pelled to  close  the  wards  during  the  summer  months,  however, 
with  a  continuance  of  the  Dispensary  and  Social  Service 
Department.  During  the  four  years  in  which  this  department 
has  been  in  operation  895  patients  have  been  cared  for  in  the 
wards  and  2,736  patients  in  the  dispensary. 
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mitral  Utejwrt  of  tt?^  Maternity  Sppartment 
3fcfferBott  hospital 
3at  %  fear  lEnMttg  iHag  31.  19 IT 

Situation  of  the  Maternity  Department.  The 
Maternity  Department  of  the  Jefferson  Hospital  (The  Jef- 
ferson Maternity)  is  situated  at  224  South  Seventh  Street, 
near  the  corner  of  Locust  and  Seventh  Streets,  on  West 
Washington  Square.  Its  telephone  is  Bell,  Walnut  494,  and 
a  direct  wire  connects  it  with  the  Jefferson  Hospital,  Filbert 
2510.    The  Jefferson  Hospital  ambulance  answers  its  calls. 

The  Maternity  is  open  day  and  night  throughout  the  year 
to  women  who  are  pregnant  and  ill,  or  about  to  be  confined, 
or  suffering  from  the  accidents  and  injuries  following  con- 
finement, or  who  desire  to  consult  a  physician.  Newly  born 
infants  not  afflicted  with  contagious  diseases  are  received. 
Sundays  excepted,  between  12  and  1,  mid-day,  members  of 
the  staff  are  present  at  the  Maternity  daily  to  consult  with 
patients  who  desire  attendance  in  their  homes  or  wish  to 
enter  the  Maternity.  Emergency  cases  and  patients  in  labor 
are  received  at  any  time  of  the  day  or  night. 

The  Out-Patient  Department  of  the  Jefferson  Mater- 
nity carries  on  its  charitable  work  in  the  lodgings  of  the  poor, 
among  those  who  cannot  enter  the  wards.  Many  married 
women  having  children  cannot  go  away  from  home  for  con- 
finement, and  must  receive  attention  in  their  homes. 

Daily  Clinic.  Hours  for  Admission  :  Daily,  except 
Sunday,  from  12  to  1,  a  member  of  the  staff  of  the  Maternity 
with  the  Obstetric  Resident  are  present  at  the  Maternity  to 
advise  patients  and  to  arrange  for  their  care  during  confine- 
ment. The  Medical  Director  sees  cases  referred  to  him  at 
other  hours. 

In  emergencies,  patients  may  receive  needed  information 
at  any  time,  and  can  at  any  hour  of  the  day  or  night  secure 
the  services  of  a  physician  by  personal  application,  or  by 
communicating  with  the  Maternity.     Emergency  cases  are 
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received  at  any  time,  and  when  necessary  an  ambulance  or 
a  physician  will  be  sent  for  cases  requiring  immediate  help. 

The  Jefferson  Maternity  Dispensary.  At  2545  Whar- 
ton Street  (26th  and  Wharton),  the  Maternity  Department  of 
the  Jefferson  Hospital  has  a  Maternity  Dispensary.  A  daily 
clinic,  from  3  to  4  P.  M.,  except  Sunday,  is  held,  and  advice 
and  help  given  to  pregnant  patients,  to  those  who  have  had 
children,  and  to  those  who  wish  help  in  caring  for  young 
infants.  There  are  accommodations  in  the  building  for  two 
physicians,  and  two  students,  acting  as  assistants  to  the  Dis- 
pensary Staff,  sleep  at  the  Dispensary  to  answer  night  calls 
and  attend  cases  in  the  houses  of  patients. 

In-Patient  and  Out-Patient  Work.  The  number  of 
cases  admitted  to  the  wards  of  the  Maternity  varies  each  year 
only  in  proportion  with  the  character  of  the  cases.  Where 
patients  are  admitted  with  some  serious  condition,  their  con- 
valescence lasts  much  longer  and  they  occupy  space  which 
prevents  the  admission  of  other  patients.  As  our  space  is 
always  in  demand  this  naturally  lessens  the  number  of  cases 
we  are  able  to  treat  in  a  given  year. 

During  the  past  year  we  have  had  an  unusual  number  of 
patients  admitted  in  a  serious  condition ;  placenta  praevia, 
septic  infection,  rupture  of  the  uterus,  abscess  of  the  kidney 
complicating  pregnancy,  contracted  pelvis,  tumor  in  the  abdo- 
men complicating  pregnancy,  and  injury  from  repeated  at- 
tempts at  delivery,  toxemia,  and  patients  in  convulsions  or 
threatened  with  convulsions  have  been  brought  for  our  care. 
The  mortality  and  morbidity  among  these  mothers  is  inevi- 
tably considerable  and  many  children  are  dead  or  dying  on 
admission. 

During  the  past  year  the  number  of  mothers  admitted  to 
the  wards  of  the  Maternity  was  263 ;  the  number  of  children, 
25.  Eleven  hundred  and  seventy-six  mothers  applied  for  advice 
or  treatment  at  the  Maternity,  and  in  many  cases  pre-natal  care 
and  advice  were  given.  In  the  Out-Patient  Service  1,013 
mothers  applied  for  medical  attention. 

In  the  Maternity  202  children  were  born,  and  in  the  Out- 
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Patient  Service  of  the  Maternity  250  children  received  atten- 
tion. Total  number  of  patients  under  the  care  of  the  Mater- 
nity, 2,929. 

During  the  past  year  58  operations  of  various  sorts  were 
performed. 

In  the  wards  of  the  Maternity  during  the  past  year  oc- 
curred 9  deaths,  toxemia,  pneumonia,  septic  infection  which 
had  developed  before  the  admission  of  patient,  shock  and 
exhaustion  following  rupture  of  the  uterus,  peritonitis  caused 
by  the  colon  bacillus,  and  fatty  degeneration  of  the  heart  being 
the  causes  of  death.  No  death  occurred  in  patients  admitted 
in  good  condition. 

Among  the  complicated  cases  which  recovered  were 
eclampsia,  hemorrhage,  contracted  pelvis,  placenta  praevia, 
accidental  separation  of  the  placenta  and  abnormal  positions 
and  presentations. 

Owing  to  limited  space  those  patients  who  are  in  normal 
condition,  and  have  good  surroundings  are  encouraged  to 
remain  at  home,  being  attended  by  our  Out-Patient  Staff  and 
visiting  nurses.  The  limited  space  of  the  Maternity  is  re- 
served as  far  as  possible  for  patients  requiring  especial  atten- 
tion. Some  idea  of  the  inadequacy  of  our  cramped  quarters 
can  be  obtained  from  the  fact  that  during  the  year  282  patients 
were  refused  admission.  There  were  also  50  applications  for 
admission  by  telephone  which  were  declined.  It  must  be 
understood  that  none  of  these  patients  was  in  the  active  stage 
of  labor  and  that  none  of  them  was  in  a  critical  condition. 
We  should  have  been  glad  to  care  for  these  cases  if  we  had 
sufficient  room  at  our  disposal.  A  very  conservative  estimate 
indicates  that  the  Maternity  service  is  doing  half  the  work 
which  it  might  do  had  it  suitable  accommodations.  During 
the  year  766  histories  of  patients  were  accurately  taken  and 
filed. 

The  sterilizing  plant  installed  by  the  Trustees  continues 
to  do  excellent  work,  and  provides  not  only  articles  needed 
for  the  Maternity  wards,  but  also  for  work  in  the  Out-Patient 
Department.    This  apparatus  has  been  thoroughly  gone  over 
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and  repaired  during  the  year.  A  new  incinerator  in  which 
all  soiled  dressings  are  burned  has  replaced  the  old  one.  The 
separate  cribs  in  the  nursery  have  proved  efficient  in  prevent- 
ing the  spread  of  infection  among  infants,  and  their  arrange- 
ment has  made  the  work  of  the  nurses  and  nursery  maids  as 
efficient  as  possible.  By  constant  attention  to  the  cleanliness 
of  walls,  ceilings  and  floors,  and  efficient  sterilization,  infec- 
tion has  not  arisen  in  the  wards  or  operating  rooms  of  the 
Maternity. 

The  Wharton  Street  Dispensary:  During  the  past 
year  800  mothers  and  752  children  received  attention  at  the 
Wharton  Street  Dispensary,  the  total  number  of  patients 
treated  reaching  1,552.  This  is  a  very  considerable  increase 
over  the  work  of  last  year. 

Among  the  mothers  most  of  the  confinements  were  nor- 
mal, but  complicated  cases  were  sent  to  the  wards  of  the 
Maternity.  There  were  two  maternal  deaths,  one  from  inver- 
sion of  the  uterus  and  shock,  and  one  from  chronic  nephritis 
and  degeneration  of  heart  muscle.  There  were  four  premature 
births  and  two  infants  found  dead  in  bed.  The  low  death 
rate  in  the  Out-Patient  Service  of  the  Dispensary  represents 
spontaneous  births  without  undue  interference.  The  death 
rate  of  the  Maternity  wards  represents  the  mortality  of  cases 
examined  by  general  practitioners  who  have  practiced  delay 
or  undue  interference,  or  the  mortality  of  patients  previously 
diseased  before  becoming  pregnant. 

Visiting  Nurses.  The  Visiting  Nurse  for  the  Wharton 
Street  Dispensary  since  its  establishment  is  widely  recognized 
as  the  valued  friend  of  those  who  live  about  the  Dispensary. 
Her  services  are  of  inestimable  value  not  only  in  a  medical 
way,  but  in  the  general  good  which  she  does  to  those  who 
live  in  that  region.  Some  idea  of  the  magnitude  of  her  work 
may  be  gained  from  the  fact  that  during  the  year  she  made 
3,914  calls  in  addition  to  her  daily  work  in  the  clinic. 

The  work  of  the  Visiting  Nurse  at  the  Maternity  Depart- 
ment of  Jefferson  Hospital  covers  a  wide  territory,  as  many 
of  her  patients  are  at  a  considerable  distance  from  the  Mater- 
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nity.  She  is  universally  appreciated  by  her  patients  and  by 
physicians,  and  during  the  past  year  made  1,870  calls.  Her 
patients  gladly  cooperate  with  the  work  of  the  Maternity  and 
contributed  83  per  cent,  of  her  carfare  during  the  year. 

The  Limit  of  our  In-Door  Work.  The  limited  space 
at  our  disposal  has  placed  a  numerical  limit  on  the  In-Door 
work  of  the  Maternity,  and  we  are  obliged  to  keep  this  space 
as  far  as  possible  for  complicated  and  difficult  cases  which 
especially  demand  hospital  care.  Many  of  these  are  brought 
in  consultation  by  physicians  from  Pennsylvania  and  adjacent 
states.  We  are  often  obliged  to  refer  others  whom  we  should 
like  to  assist  to  other  hospitals.  Many  of  these  cases  are  in 
a  critical  condition  and  some  are  fatally  ill  on  admission.  We 
are  always  glad  to  do  our  best  for  all  cases,  but  the  mortality 
and  morbidity  of  parturition  would  be  greatly  lessened  if  com- 
plicated cases  of  child-birth  were  sent  to  hospitals  at  the  earli- 
est sign  of  trouble.  Every  hour  of  delay  adds  greatly  to  the 
patient's  risk. 

The  faithful  work  of  the  House  Staff,  and  especially  its 
nurses,  has  prevented  the  spread  of  infection  although  some 
patients  have  been  infected  when  admitted.  To  the  constant 
vigilance  of  the  nurses  and  attending  Staff  is  due  the  fact 
that  in  our  limited  quarters  infection  admitted  to  the  house 
has  not  spread.  We  have  no  fixed  time  for  the  discharge  of 
patients,  and  it  is  not  our  effort  to  have  the  greatest  number 
of  confinements  possible,  but  to  secure  the  best  result  in  each 
case.  Many  of  our  patients  need  prolonged  care  to  complete 
convalescence,  because  of  their  debilitated  condition  on  admis- 
sion. Until  our  space  is  increased  we  are  obliged  to  select 
only  those  cases  most  deserving  of  our  efforts. 

The  Wharton  Street  Dispensary  gave  practical  instruc- 
tion to  85  students  during  the  year,  who  acted  as  assistants  to 
the  Visiting  Staff.  Their  work  was  satisfactory  to  the  patients 
and  of  great  benefit  to  the  graduating  class. 

The  medical  work  of  the  Maternity  is  of  direct  service 
to  the  public  in  four  ways : 

First,  it  gives  to  poor  mothers  who  have  unusual  com- 
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plications  and  diseases  during  pregnancy  or  confinement  or 
after  child-birth  the  advantages  of  modern  science.  One  can 
obtain  an  idea  of  how  great  this  benefit  is  when  we  remember 
how  serious  a  matter  confinement  is  among  the  poor,  and 
how  especially  helpless  such  women  are  at  this  time. 

Practical  clinical  training  is  given  to  physicians  in  this 
branch  of  science.  As  education  advances,  the  lives  and 
health  of  patients  are  benefited  in  direct  proportion,  and  the 
welfare  of  the  nation  depends  on  the  lives  and  health  of  its 
people. 

Practical  training  for  nurses  has  resulted  in  a  vast  im- 
provement in  this  branch  of  medicine.  One  has  only  to  con- 
trast the  lack  of  cleanliness,  of  thoroughness  and  knowledge 
in  the  old  untrained  nurses,  with  the  good  care  of  the  present 
day,  to  appreciate  the  difference.  The  obstetric  experience 
gained  by  the  Jefferson  nurses  is  especially  valuable  not  only 
in  the  care  of  natural  birth,  but  in  unusual  cases  requiring 
unusual  methods  of  treatment.  Graduates  of  the  Jefferson 
Training  School  have  been  especially  successful  in  private 
obstetric  practice  for  this  reason. 

The  Work  of  the  Maternity  from  its  Sociological 
Aspect.  Our  Visiting  Nurses  have  extended  the  medical 
work  of  the  Maternity  in  its  broadest  and  best  sense.  As  they 
come  in  contact  with  the  poor  at  times  when  help  is  most 
needed  and  appreciated,  they  obtain  a  personal  influence  which 
enables  them  to  help  in  the  various  concerns  of  their  patients. 
Their  visits  are  satisfactory  and  gratifying,  and  patients  have 
shown  their  appreciation  by  kind  and  courteous  treatment  so 
soon  as  the  real  purpose  of  the  nurse's  visits  were  made  known. 

As  they  could  patients  have  made  return  by  carfare  or  in 
other  ways  for  this  service.  The  distrust  which  those  who 
do  not  understand  our  language  sometimes  show,  when  we 
attempt  to  help  them,  has  speedily  disappeared  when  the  work 
of  the  nurse  made  evident  the  purpose  of  her  visit. 

The  Maternity  is  in  constant  cooperation  with  the  Social 
Service  Department  of  the  General  Hospital,  and  we  find 
them  a  most  valued  helper. 
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Our  limited  space  permits  us  to  train  but  two  young 
women  as  nursery  maids  at  one  time.  The  demand  for  them 
is  far  in  excess  of  the  supply,  and  every  effort  is  made  to 
select  and  train  them  carefully.  They  do  not  obtain  a  diploma 
until  they  have  been  one  year  in  private  work  with  satisfaction. 
It  is  sometimes  difficult  to  obtain  the  best  persons  for  this 
training,  but  the  number  of  applicants  steadily  increases. 

In  the  small  overcrowded  Maternity,  lacking  many  of 
the  conveniences  of  modern  hospitals,  the  successful  perform- 
ance of  modern  obstetric  work  reflects  great  credit  upon  the 
patient  and  faithful  industry  of  its  attending  and  nursing 
staff. 

Edward  Parker  Davis, 

Medical  Director. 
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llattrttta  l&rtnxteb  atti»  Startjarg?o  in  tlje  fHatmtttg 
Jfrom  Ulag  lat,  191fi,  to  4ta«  lat,  131 7 

Americans   113     Irish   12 

Austrians    12     Lithuanian    3 

Armenians    1     Polish    6 

Colored    28     Russian    33 

Danish    1     Rumanian    1 

English    3     Swedish    3 

French    1     Scotch    4 

Germans    4    Turkish    1 

Greeks    3     Welsh    1 

Hungarians    5     Norwegian   2 

Married,  200  Single,  49  Total,  249 

|Jatt«tt0  (Ham?  iFrom 

Their  homes  in  Pennsylvania.  .225     Midnight  Mission    15 

New  Jersey   5     Jefferson  Hospital    4 

Total  249 

Stapoattton  of  iPattettta 

Went  to  their  homes  227  Sheltering  Arms    1 

Midnight  Mission                        12  Jefferson  Hospital    2 

House  of  Industry                      2  Philadelphia  Hospital    2 

St.  Vincent's  Home                     1  Taylor  Hospital    1 

Total  249 

(Sfltt&rrrt 

Male   117     Children  cared  for   27 

Female    82 

Total  226 

Total  number  of  children  226  Patients  not  delivered    12 

Mothers  delivered   197  Patients  not  yet  delivered    3 

Operative  cases                          40  Deaths    10 

Cases  of  abortion    6 

Total  494 


Two  hundred  and  four  articles  of  clothing  given  away  during  the 
year. 
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Annual  Strnort  of  fflvs.  Snljn      Wxstyv,  ®y?u3uysy 

of  thf  Women's  Hoaro  of  iSanag*ra,  Hatmittu,  Separiment 
of  tfy?  ilpffrraon  Hoapital,  from  i$au,  31  fit,  1916, 
to  iiag  31fit  13 IT 


To  Balance  May  I,  1916   $190.98 

Honationa 

Richard  Stockton  White   $5.00 

Special  Committee    10.50 

In  memory  of  Violet   1.00 

Mrs.  H.  Hessenbruch   5.00 

Annual  ^nbarrinttonfi 

Mrs.  William  Simpson,  Jr   5.00 

Mrs.  Alfred  C.  Harrison   10.00 

Mrs.  L.  E.  Hinchman   10.00 

  $46.50 

©tljrr  Sanations 

Nursery-maid  fees    40.00 

Miscellaneous    1,035.96 

 $i,075-96 

Exn^nsrs 

Miscellaneous    887.13 

Visiting  Nurses  vacation  salaries   150.00 

Wages  of  Dispensary  caretaker   8.00 

Dry  goods  supplies   37-13 

Total   $1,082.26 

Sirmpta 

Donations    $21.50 

Annual  Subscriptions   25.00 

Nursery-maid  fees   40.00 

Miscellaneous    1,035.96 

Total   $1,122.46 
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^ouniirii  1095 

These  maids  are  graduates  of  a  course  of  four  months' 
training  in  the  Maternity  Department.  They  are  admitted  to 
the  course  only  after  a  careful  examination  of  their  characters, 
dispositions  and  physical  conditions,  and  must  be  not  less  than 
eighteen  years  old. 

Their  training  covers  the  care  of  infants  of  all  ages,  in- 
cluding older  children,  and  requires  neatness,  absolute  clean- 
liness and  obedience,  qualities  essential  in  nursery-maids  of  a 
higher  order. 

BvAiea  of  a  Nuraprg-ilaib 

After  a  nursery-maid  has  completed  her  course  of  train- 
ing and  has  been  found  thoroughly  satisfactory  in  every  re- 
spect, and  fully  competent  to  take  charge  of  a  baby  or  an 
older  child,  she  is  recommended  for  a  position,  on  the  under- 
standing that  she  will  faithfully  perform  all  her  duties  and 
conform  to  the  following  regulations : 

Among  her  duties  will  be :  The  preparation  of  the  baby's 
food  in  accordance  with  written  directions  from  the  attending 
physician,  parent  or  some  other  responsible  person ;  the  care 
of  the  child ;  the  care  of  the  bottles ;  the  washing  of  the  baby's 
flannels  and  diapers. 

She  must  wear  her  uniform,  consisting  of  a  wash  dress, 
cap,  collar,  and  apron  with  strings,  bib  and  straps.  The 
color  and  material  of  her  dress  may  be  that  of  a  Jefferson 
trained  nursery-maid  (blue  checked  gingham)  or  white,  at 
the  discretion  of  her  future  mistress.  The  uniform  is  adopted 
in  order  to  dignify  the  position,  and  to  show  that  the  maid 
has  completed  a  course  of  recognized  training. 

Absolute  neatness  and  cleanliness  of  person  is  required. 

She  must  understand  plain  sewing  and  mending. 

The  nursery-maid  shall  not  leave  a  place  without  giving 
two  weeks'  notice  and  can  require  the  same  for  herself  from 
her  mistress. 

The  nursery-maid,  although  receiving  her  training  at 
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an  authorized  training  school  for  nursery-maids,  must  not 
forget  that  she  is  a  maid,  though  of  high  class,  and  must 
conform  to  the  customs  and  rules  for  the  maids  in  the  house- 
holds in  which  she  may  be  placed,  such  as  eating  in  the 
kitchen,  taking  her  day  out,  etc. 

The  wages  of  the  nursery-maid  shall  be  twenty-five  dol- 
lars ($25)  a  month,  for  the  first  year  after  leaving  the  Ma- 
ternity. 

Applications  for  nursery-maids  should  be  made  to  a  mem- 
ber of  the  Committee,  or  to  Miss  Martin,  Head  Nurse  of  the 
Maternity  Department  of  the  Jefferson  Hospital,  224  South 
Seventh  Street.  If  the  maid  proves  satisfactory,  a  fee  of  not 
less  than  five  dollars  ($5)  is,  at  the  end  of  one  month,  payable 
to  the  chairman  of  the  Committee.  This  fee  is  for  the  benefit 
of  the  Maternity  Department.  No  fee  is  charged  the  nursery- 
maids. 

During  1916  there  were  140  applicants  for  nursery-maids, 
and  12  positions  were  filled.  Twenty-seven  young  women 
applied  for  training.  Of  these  six  took  training,  and  five 
diplomas  were  given.  Seven  older  graduates  returned  for 
new  positions. 

It  is  the  custom  of  the  Committee  to  give  diplomas  only 
to  nursery-maids  who  prove  their  fitness  by  one  year's  suc- 
cessful work  in  private  families  after  leaving  the  institution. 

Mrs.  James  S.  Rogers,  Chairman, 
Haverford,  Pa. 

Mrs.  Edward  P.  Davis, 

250  South  21st  Street. 
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$iftty  Annual  l&tpatt  of  %  Mortal  Bexmtt 
Ifpartmpnt 

^tafif  of  Mortal  Marhxta 

Miss  M.  Louise  Post, 
Director  of  Social  Work. 


Miss  Cecil  Smith, 

Ward  Worker  and  Orthopedic 
Clinic  Worker. 

Miss  Maey  Butler, 

Stomach  Clinic  and  Clinical 
Medicine. 

Miss  Helen  Giebel, 
Medical  Clinic. 

Miss  Eleanor  Fincken, 
Worker  at  Department  for  Dis- 
eases of  Chest. 


Miss  Margaret  Kane, 
Children's  Ward  and  Children's 
Clinic. 

Miss  Emma  Marshall, 
Admission  Desk. 

Mrs.  Millicent  Maull, 
Worker  at  Department  for  Dis- 
eases of  Chest. 

Miss  Mabel  Benezet, 
Secretary. 


With  the  closing  of  the  fifth  year  of  the  Social  Service 
Department  much  progress  can  be  noted.  The  most  signifi- 
cant accomplishment  being  the  establishment  of  a  Convales- 
cent Home  for  men  at  Wayne,  Pa.,  known  as  Ivycroft  Farm, 
which  will  be  a  permanent  institution  if  it  proves  its  value 
during  the  first  year.  This  is  a  great  contribution  to  the 
resources  of  the  department.  In  the  past  there  has  been  no 
place  where  a  man  in  reduced  circumstances  might  go  for  a 
few  weeks  rest  after  being  discharged  from  the  hospital.  It 
has  always  made  the  work  of  the  department  difficult  to  find 
a  place  where  men  who  could  pay  a  small  sum  could  be 
cared  for,  especially  those  who  must  return  to  hard  labor 
after  an  acute  and  prostrating  illness. 

Early  in  the  summer  of  1916  it  became  so  apparent  that 
a  place  must  be  had  for  men  to  go  for  convalescent  care  that  a 
small  cottage  on  Hammonton  Lake  in  a  pine  woods  in  Ham- 
monton,  N.  J.,  was  rented  and  meagerly  furnished,  and  a  num- 
ber of  patients  sent  down  at  a  minimum  charge.  So  marked 
was  the  improvement  of  these  patients  that  the  ladies  of  the 
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Social  Service  Committee  immediately  took  charge  and  supplied 
the  necessary  furniture  and  provisions  to  keep  this  little  home 
open  until  the  autumn,  when  it  was  closed.  During  the  fall  and 
winter  much  work  was  done  towards  the  establishment  of  our 
permanent  home,  and  especially  through  the  untiring  efforts  of 
Mrs.  Alba  B.  Johnson  we  make  grateful  acknowledgment  for 
Ivycroft,  which  is  beautifully  located  on  a  high  hill  and  sur- 
rounded by  the  natural  lovely  country  of  the  Main  Line.  Ivy- 
croft is  beautifully  furnished  and  scientifically  managed.  The 
home  has  every  comfort  and  equipment  for  the  care  of  con- 
valescing patients.  The  aim  of  the  home  is  to  give  conval- 
escent care  to  men  suffering  from  acute  illnesses  who  can  be 
benefitted  by  a  reasonable  length  of  stay.  No  chronic  cases 
are  admitted,  either  chronic  physically,  mentally  or  morally, 
the  object  being  to  put  in  a  fit  condition  the  greatest  number 
and  return  them  to  their  normal  life  in  good  health. 

The  admission  desk  has  been  admitting  all  patients  to 
the  public  wards  for  sixteen  months.  It  has  proved  its  value 
beyond  a  doubt  and  it  is  the  key  to  the  solution  of  the  Social 
Service  problems  in  the  hospital  today.  It  is  true  that  every 
modern  medical  institution  has  some  method  of  admitting 
patients,  but  of  what  avail  is  it  to  admit  a  patient  to  a  hos- 
pital ward,  or  what  benefit  is  the  actual  medical  treatment  if 
the  sick  one  must  go  home  to  unsanitary  living  conditions  or 
too  little  food  or  haunting  worry.  Doubtless,  in  the  hospital 
without  an  admission  desk,  many  patients  come  and  go  and 
come  again  because  the  doctor  and  the  nurse  do  not  ask  the 
aid  of  the  Social  Service,  or  the  social  worker  does  not  find 
these  particular  patients  during  her  ward  visits. 

With  the  advent  of  this  new  position,  filled  by  a  trained 
social  worker,  each  of  the  ward  patients — five  hundred  or 
more  in  a  month — is  personally  interviewed,  and,  by  answer- 
ing a  few  definite  questions,  reveals  his  real  financial  and 
domestic  condition  and  his  problem,  so  to  speak.  If  there  is 
a  problem,  it  is  quickly  recognized  and  turned  over  to  the 
worker  who  has  in  charge  that  particular  phase  of  the  work, 
be  it  diet  instruction,  material  aid  or  convalescent  care.  In 
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this  way,  too,  patients  are  saved  the  worry  about  hospital 
expenses,  as  it  is  definitely  arranged  before  they  are  admitted 
whether  they  are  to  come  in  free  or  pay  the  regular  ward 
rate — patients'  statements  being  verified  by  the  information 
obtained  in  the  interview  and  by  a  visit  to  the  home  if  neces- 
sary. Many  patients  who  could  well  afford  to  pay  the  low 
rate  and  have  a  moral  right  to  do  so  are  in  this  manner  brought 
to  see  their  responsibility. 

Just  one  of  the  many  sick  and  disabled  who  passed  by 

the  desk  was  A.  P  ,  a  foreigner,  with  his  arm  in  a  sling 

from  the  result  of  an  injury  in  the  mines  many  months  ago. 
His  story  was  no  money,  no  relatives  in  this  country,  and  no 
friends  on  whom  he  could  rely  for  material  help.  Later,  the 
arm  had  been  amputated.  When  it  healed  again,  Anthony 
was  sent  to  Ivycroft  for  two  weeks  to  convalesce,  and  then 
work  was  obtained  for  him  through  the  Italian  Consul. 

The  greatest  value  of  the  admission  desk  is  to  bring  the 
patierts  into  close  human  touch  with  the  department  which 
goes  with  them  into  their  homes  and  stands  by  them  until  they 
are  again  independent  and  normal. 

The  ward  worker  has  taken  up  the  problems  of  all  cases 
from  the  public  wards  referred  to  her  by  the  admission  desk 
worker,  the  doctors  and  nurses.  Twelve  patients  from  the 
wards  have  been  sent  out  to  our  new  convalescent  home, 
Ivycroft,  where  they  have  been  very  greatly  benefitted  by  the 
care  received  there. 

The  work  of  the  medical  dispensary  has  gone  on  as  in 
the  previous  year.  The  system  of  the  social  worker  of  inter- 
viewing every  new  patient  coming  to  these  dispensaries  has 
been  carried  on  with  greater  efficiency  and  better  results. 
These  clinics  comprise  a  very  large  percentage  of  the  dis- 
pensary patients,  as  an  average  of  250  are  interviewed  by 
these  workers  every  month. 

The  Gastroenterological  worker  has  been  a  most  essential 
aid  to  that  department  with  the  crisis  in  the  food  situation. 
This  year  a  well  person  with  an  adequate  income  needs  super- 
vision and  direction,  but  how  much  more  does  a  sick  person, 
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ignorant  of  food  values  and  with  an  inadequate  income,  need 
assistance  ? 

The  patients  who  come  to  the  stomach  clinic  are  most 
often  ignorant  of  food  values  and  the  proper  food  selection. 
The  majority  of  them,  foreign,  coming  to  a  new  environment 
and  occupation,  do  not  change  their  dietary  habits  and  hence 
are  often  troubled  with  gastric  or  intestinal  disturbances. 
During  their  treatment  in  the  clinic  patients  are  given  a  diet 
list  to  follow  and  instructed  in  the  proper  selection  and 
preparation  of  foods  therein.  This  makes  it  possible  for  the 
patient  to  have  constant  care  and  treatment,  especially  neces- 
sary in  cases  of  gastro-intestinal  disease  where  diet  plays  so 
large  a  part. 

This  instruction  was  especially  effective  in  the  case  of  a 
young  factory  girl  who  came  to  the  clinic  for  treatment.  She 
had  been  working  for  two  years  at  a  sedentary  occupation, 
having  irregular  and  inadequate  meals.  Her  lunches  were 
made  up  of  cold  food  from  the  delicatessen  shop.  As  a  result 
of  her  improper  diet  she  had  been  forced  to  give  up  her  work 
and  when  she  came  for  treatment  had  neither  health  nor  sup- 
port. Temporary  relief  and  instruction  in  the  proper  selection 
of  foods,  together  with  instruction  in  exercises  and  hygiene 
was  given  and  the  patient  is  now  well  and  self  supporting. 
This  is  only  one  of  the  many  cases  under  care,  made  ill  through 
ignorance  of  general  hygiene  and  a  balanced  diet.  It  is  our 
aim  not  only  to  give  instruction  for  the  sick  in  proper  diet, 
but  to  assist  in  teaching  the  mothers  of  the  family  to  serve 
three  well  balanced,  adequate  meals  a  day  for  the  same  sum 
she  would  spend  on  an  inadequate  diet. 

Following  the  custom  of  former  years  the  Department  for 
Diseases  of  the  Chest  has  placed  forty  ward  patients  in  sana- 
toria, hospitals  and  country.  An  added  difficulty  for  the 
social  worker  this  year  is  that  every  institution,  other  than 
the  Philadelphia  Hospital,  admitting  tuberculous  patients  has 
either  closed  its  wards  or  does  not  admit  free  patients  during 
the  summer  months. 

A  new  development  in  the  department  for  the  year  was 
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conference  meetings  with  the  staff  physicians.  This  broad- 
ened itself  into  the  field  with  outside  agencies  with  the  added 
feature  of  addresses  by  the  dispensary  physicians  followed  by 
general  discussion  of  interesting  cases. 

The  instruction  in  diet,  sanitation  and  hygiene  was  greatly 
helped  by  a  permanent  exhibit  of  food  values  as  to  their 
caloric  unit,  thus  crystallizing  for  our  patients  the  pertinent 
question  of  food  values  and  enabling  them  to  receive  ocular 
demonstration  helpful  at  this  crisis  of  food  conservation.  The 
value  of  this  exhibit  was  further  enhanced  by  practical  home 
instruction  in  preparation  of  foods  adapted  to  the  needs  of 
the  patient. 

Since  the  opening  of  this  institution  the  work  in  the  dis- 
pensary has  been  run  on  the  admission  desk  plan  and  is  now 
closing  its  fourth  year,  showing  in  its  statistical  report  a 
marked  increase  due  to  the  more  constructive  medical  social 
service.  With  the  reopening  of  the  wards  in  September  a  long 
felt  want  in  the  needs  of  tuberculosis  work  will  be  supplied. 

There  has  been  no  change  in  the  routine  in  the  work  of 
the  children's  clinic  during  the  year  with  the  exception  of 
the  very  special  attention  and  care  given  to  victims  of  polio- 
myelitis. The  Bureau  of  Child  Hygiene  has  controlled  all  of 
these  cases  and  assigned  those  within  certain  districts  to  the 
hospital  in  that  district.  Each  one  of  these  patients  has  been 
followed  and  given  the  prescribed  treatment.  The  mother 
has  been  taught  how  to  give  light  massage  and  instructed  in 
the  necessity  of  keeping  the  child  under  the  constant  super- 
vision of  a  physician.  Any  failure  on  the  part  of  the  parent 
has  been  closely  followed  by  the  social  worker.  Through  the 
Emergency  Aid  Society  of  Pennsylvania  the  department  has 
been  able  to  secure  funds  to  enable  it  to  carry  out  any  treat- 
ment that  was  prescribed. 

The  work  of  the  department  has  been  aided  by  a  large 
number  of  volunteers  and  from  this  group  of  volunteers  a 
number  have  been  placed  on  the  Staff  of  the  Department.  In 
return  for  their  services  a  well  planned  lecture  course  was 
given  by  members  of  the  attending  staff  of  physicians  at  the 
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Hospital  during  the  winter  months.  Each  physician,  a  spe- 
cialist, gave  a  lecture  pertinent  to  Medical  Social  problems  as 
they  relate  to  special  types  of  disease.  Lectures  on  Anatomy 
and  Physiology  were  given.  The  general  construction  and 
function  of  the  bony  frame,  the  muscles,  the  skin,  the  blood 
and  its  circulation,  and  contents  of  the  chest  and  abdomen — 
the  heart  and  lungs,  the  respiration,  the  digestive  tract,  liver, 
urinary  organs,  genital  organs  and  the  nervous  system  were 
outlined.  Having  a  slight  knowledge  of  the  conditions  of 
the  body  in  health,  lectures  were  given  on  all  of  those  dis- 
eases which  have  an  important  bearing  upon  social  condi- 
tions— diseases  caused  by  poverty  and  poverty  caused  by  dis- 
ease. These  lectures  proved  that  there  is  no  disease  among 
the  ignorant  which  is  exempt  from  the  necessity  of  Social 
Service  supervision  and  instruction.  Much  was  taught  about 
the  early  recognition  of  disease  and  the  necessity  of  securing 
medical  attention  for  patients  before  it  was  too  late. 

We  gratefully  acknowledge  the  splendid  assistance  we 
have  had  from  the  social  organizations  of  the  city  who  have 
cooperated  with  us. 

For  donations  of  bedding,  books,  clothing  and  flowers  we 
also  make  grateful  acknowledgment. 


Statistiral  import 


New  cases 


2,949 


New  cases  from  the  following  sources : — 

Medical  wards   

Medical  dispensaries   

Department  for  Diseases  of  the  Chest  . . 

Surgical  ward   

Surgical  dispensary   

Gynecological  ward   

Gynecological  dispensary   

Ophthalmological  ward   

Ophthalmological  dispensary   

Laryngological  and  otological  dispensary 

Orthopedic  dispensary   

Fediatric  ward  and  dispensary   

Dermatological  dispensary   

Special  ward   

Neurological  ward   

Neurological  dispensary   

Genito-Urinary  ward   

Genito-Urinary  dispensary   


259 
635 


790 
145 
99 
40 
67 
26 
40 
45 
43 
246 

15 
17 
II 

17 
IO 
10 
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X-Ray  Department    10 

Maternity  ward    14 

Sources  outside  of  the  hospital    410 

Closed  cases  reopened    587 

Number  of  old  cases  followed  up  (per  month)   600 

False  addresses    92 

Cases  pending,  May  31,  1917    504 

Number  given  free  medicine    2,704 

Number  given  free  X-Ray    225 

Number  given  free  Wasserman     249 

Number  registered  at  Social  Service  Exchange   485 

Examinations  and  reports  to  other  agencies    1,308 

Consultations    8,471 

Clinic,  ward,  office  and  admission  desk  interviews   18,992 

Home  visits    5,982 

Other  visits  in  interest  of  patients   2,006 

Accompanied  to  homes,  trains,  etc   381 

Letters  written    5,807 

Milk  formulae  demonstrated  to  mothers   459 

Financial  assistance  given  to   593 

Employment  secured  for    95 

Employment  changed  for    12 

Employment  refused  by    30 

Number  given  clothing    136 

Number  of  articles  given   837 

Number  given  milk    142 

Number  of  quarts  given   3,776 

Number  given  free  ice    60 

Number  given  free  coal    60 

Number  admitted  to  T.  B.  Sanatoria    122 

Number  admitted  to  Convalescent  Homes    90 

Number  admitted  to  Fresh  Air  Homes    54 

Number  admitted  to  Temporary  Homes    72 

Number  given  eggs    19 

Number  of  dozen  given    74 

Deported    4 

Christmas  baskets    18 

Total  number  referred  to  cooperative  agencies    2,831 

Number  referred  to  relief  agencies   442 

Number  referred  to  other  agencies    2,389 

Glotttnbtttiotta 

Contributions  to  Social  Service  Department  for  the  Emergency 
Fund : — 

Anonymous    $63-53 

Mr.  Wallace  Armstrong   100.00 

Mr.  H.  C.  Brown    30.00 

Dr.  E.  J.  G.  Beardsley    2.00 

Mrs.  J.  P.  Button    67.56 

Miss  Behrend    20.00 

Mr.  R.  H.  Bates    6.00 

Dr.  M.  A.  Bowyer    2.00 

Mr.  Charles  Bruno    5000 

Mr.  H.  A.  Beach    5  00 

Mr.  L.  W.  Collings    5-00 
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Mr.  I.  Son  Cohen    10.00 

Dr.  D.  L.  Despard    50.00 

Mrs.  Howard  Davis    1.50 

Father  Driscoli    3.00 

Emergency  Aid  Society    60.00 

Mr.  Otto  Eisenlohr    25.00 

Evening  Telegraph   ;   14.00 

Mr.  W.  H.  Fulghum    25.00 

Mr.  Nestor  French    6.00 

Mr.  R.  W.  Fitzell   25.00 

General  Social  Service  Bureau    1.00 

Mr.  Ellis  Gimbel    25.00 

Mrs.  W.  H.  Green    5.00 

Miss  Getchell    5.00 

Mr.  Greifzn    22.00 

Miss  Anne  Hinchman    25.00 

Hazleton  Charities    16.60 

Mrs.  Walter  Hoffman    20.00 

Mr.  William  T.  Haddon    12.00 

Mr.  Milton  Harold    2.50 

Interest  on  checking  account    4.94 

Mrs.  Alba  B.  Johnson    3.99 

Mr.  Jackson    2.55 

Miss  Kempsey    1.00 

Mr.  F.  J.  Kelborn    10.00 

Mrs.  David  Lewis    1.00 

Mrs.  H.  G.  Lloyd    9.85 

Mr.  Samuel  Lit    50.00 

Mr.  Jacob  Lit    50.00 

Mr.  George  A.  Lyons    3.00 

Dr.  R.  L.  Lukens    1.00 

Loans  returned    212.76 

Mr.  Daniel  P.  Mitchell    30.00 

Mr.  George  A.  McCall    10.50 

Miss  McCleavy    .50 

Mr.  E.  K.  MacEwan    6.00 

Mr.  C.  H.  North    6.00 

Mrs.  George  W.  Ornstein    25.00 

Mr.  George  W.  Ornstein    80.00 

Miss  Mary  Peirce    193.28 

Miss  Pardee    30.00 

St.  Vincent  De  Paul  Society   2.64 

Society  for  Organizing  Charity    11.00 

Dr.  T.  A.  Shallow    1.60 

Mr.  A.  A.  Sternberger    25.00 

Mr.  H.  J.  Shartle    5.00 

Miss  Thrasher    2.00 

United  Hebrew  Charities    4.10 


Contributions  to  Social  Service  Department  through  Mrs.  Alba  B. 
Johnson,  Chairman,  Social  Service  Committee,  Women's  Auxiliary. 


Miss  Anna  J.  Magee    $110.00 

Miss  Olive  Pardee    210.00 

Mrs.  Alba  B.  Johnson    39-35 

Mrs.  Daniel  Baugh    200.00 

Miss  Harriet  Blanchard    25.00 
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Mrs.  Walter  H.  Dilkes    3.00 

William  Burnham    25.00 

Simon  Gratz    20.00 

Mrs.  Hornsley    10.00 

George  R.  Henderson    5.00 

Mrs.  Howard  Davis    25.00 

John  E.  Baird    25.00 

Anonymous,  through  Dr.  Solis  Cohen    25.00 

John  Gribbel   10.00 

Howard  A.  Davis    15.00 

Isaac  H.  Clothier    100.00 

Dr.  W.  W.  Keen    5.00 

Mrs.  Walter  Bryant    25.00 

Mrs.  Thomas  Hunter    25.00 

James  E.  Caldwell    30.00 

Henry  S.  Bryant    5.00 

Samuel  M.  Curwen    25.00 

Dr.  Thomas  McCrae    50.00 

Mary  H.  Hare   3.00 

Dimner  Beeber   20.00 

Benjamin  R.  Hoffman   50.00 

Mrs.  Edward  Coles    10.00 

Mrs.  J.  F.  Meigs    3.00 

Dr.  E.  E.  Montgomery    10.00 

Mrs.  Harold  A.  Freeman    3.00 

Mrs.   Charles  E.  Ludington    25.00 

H.  A.  Prizer    10.00 

H.  A.  Patton    10.00 

S.  W.  Colton,  Jr   25.00 

Mayer  Sulzberger    10.00 

Miss  Gertrude  A.  Goff    20.00 

G.  C.  Purves    25.00 

Mrs.  William  L.  McLean    10.00 

Mrs.  Samuel  M.  Vauclain    50.00 

Mrs.  Edward  O.  Shakespeare    5.00 

Miss  Mary  E.  Converse    25.00 

Mrs.  L.  Alverda  Heppe-Shewill    5.00 

Mrs.  S.  S.  Marvis    10.00 

Mrs.  F.  X.  Dercum    218.00 

Mrs.  Andrew  Connelly    25.00 

Arthur  A.  Fleisher    25.00 

Laura  J.  Wayne    5.00 

Pauline  C.  Rebman    5.00 

Cash,  through  Mrs.  McAllister    7.00 

Mrs.  J.  Rutherford  McAllister    20.00 

Alfred  Moore    25.00 

Mrs.  Francis  Stewart    25.00 

Cash,  through  Mrs.  McCrae    10.00 

Charles  S.  Walton    25.00 

Mrs.  Elwood  Melcher    I  00 

Richard  L.  Austin    10.00 

Samuel  T.  Bodine    500 

Samuel  Scoville,  Jr   3.00 

Mrs.  George  Burnham,  Jr   5.00 

Mrs.  Franklin  Baker,  Jr   15.00 

Frank  H.  Taylor    5.00 


48 


Dr.  John  H.  Gibbon    5.00 

A  Sympathizer    50.00 

Cash,  through  Mrs.  Howard  Davis    1.00 

Henry  La  Barre  Jayne    15-00 

Mrs.  Joseph  Priestley  Button    50.00 

Mrs.  Henry  E.  Busch    10.00 

Paxson  Deeter    5.00 

Mrs.  Charles   Fearon   5.00 

Mrs.  Horatio  Gates  Lloyd   50.00 

Miss  Martha  Thomas    1.00 

Emil  Guenther    10.00 

Mrs.  C.  Howard  Clark    5.00 

Mrs.  Albert  Kelsey   500 

Mrs.  Walter  Lee    30.00 

Cash,  through  Mrs.  Dercum    4.00 

Surplus  from  Christmas  Fund    37-00 

Cash,  through  Miss  Hinchman    25-00 

Mrs.  Francis  R.  Cope    5.00 

Miss  Henrietta  W.  Pearsall    5.00 

Miss  Mary  S.  Tebiger    3.00 

Mrs.  Walter  S.  Mclnnes    1.00 

Miss  Esther  M.  Smith    1.00 

Mr.  J.  Bernford  Samuel    5.00 

Miss  M.  S.  Hinchman    10.00 

Mrs.  Richard  Wain  Meirs    10.00 

Mrs.  F.  H.  Schmidt    10.00 

Mrs.  Robert  Hare    25.00 

Board  of  Directors  of  City  Trusts    34-0O 

Mrs.  George  B.  Evans    5.00 

Mrs.  J.  Leslie  Davis    25.00 

Mrs.  N.  W.  Cramp    5.00 

Cash,  through  Miss  Peirce    10.00 

Miss  Anne  Hinchman    100.00 

Mrs.  C.  S.  Hinchman    100.00 

Miss  E.  R.  Mitchell    2.00 

A  Friend    2.00 

A  Friend    2.50 

Rummage  Sale    905.40 

Interest  on  Account    25.48 


$3,374-75 

Convalescent  Home 

Mrs.  Walter  Lee    $100.00 

Miss  Gertrude  Goff    20.00 

Miss  Ethel  Goff    10.00 

Miss  Anne  Hinchman    100.00 

Mrs.  Robert  Hare    15.00 

Sachs  Brothers    5.00 

Mrs.  Franklin  Baker,  Jr   100.00 

Mrs.  Frank  Granger  Kennedy    100.00 

Mrs.  J.  Rutherford  McAllister    100.00 

Mrs.  Thomas  McCrae    50.00 

Mrs.  Howard  A.  Davis    100.00 

Mrs.  Walter  Bryant    100.00 

Mrs.  Hollister  Sturgis    100.00 

Mrs.  F.  X.  Dercum    40.00 
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Mr.  James  Oakford    50.00 

D.  L.  Hebard    10.00 

Mrs.  James  Oakford    137.00 

Mrs.  Horatio  Gates  Lloyd    200.00 

Interest  on  Endowment    48.89 

Samuel  C.  Vrooman    10.00 

Total    $1,395.89 

Endowment 

Miss  Harriet  Blanchard    $5,000.00 

A  Friend   5,000.00 

Mrs.  C.  S.  Hinchman    250.00 

Mrs.  Stephen  Greene    50.00 

Frank  P.  O'Donnel    200.00 

N.  Snellenburg  &  Co   250.00 

$10,750.00 

Donations  to  Convalescent  Home : 

Mrs.  Thomas  Hunter    $350.00 

Mrs.  Clarence  H.  Geist    100.00 

Kitchen  Shower    66.75 

Mrs.  Hollister  Sturgis    2.00 

Mrs.  J.  Priestley  Button    237.18 

Mr.  James  Oakford    50.00 

Miss  Marion  Button    10.00 

Mrs.  F.  X.  Dercum    40.00 

Mrs.  Alba  B.  Johnson    288.90 

Mrs.  J.  Leslie  Davis    155-00 


Donations  other  than  cash : 
Mr.  William  Potter,  linoleum  for  halls,  dining-room,  pantry,  kitchen 
and  bath  rooms. 

Mrs.  Horatio  Gates  Lloyd,  2  bath  tubs,  washstand  door,  bed  room 
furniture. 

Miss  Hinchman,  wash  cloths,  dusters,  sheets  and  pillow  cases. 
Mrs.  Quincy  A.  Gilmore,  Victor  phonograph,  records  and  needles. 
Mrs.  J.  Parsons  Schaeffer,  window  screens. 
Mrs.  D.  G.  Metheny,  ice  box,  chairs,  sofa. 

Mrs.  William  H.  Greene,  sitting  room  furniture,  book  case,  6  table- 
cloths. 

Mrs.  E.  J.  Klopp,  china,  hammock. 

Miss  Goff,  set  of  bed  room  furniture. 

Mrs.  B.  Dobson  Altemus,  14  pair  double  blankets. 

Mrs.  James  Oakford,  kitchen  furniture,  garden  tools,  6  jars  fruit,  card 
table. 

Mrs.  J.  Rutherford  McAllister  and  Mrs.  Howard  A.  Davis,  curtain 

material  for  all  windows,  books. 
Mr.  C.  Topham,  pantry  sink  and  washstand. 
Miss  Olive  Pardee,  rug,  book  case,  desk,  3  chairs,  croquet  set. 
Conyers  Button  2nd,  22  chickens. 
Social  Service  Department,  1  doz.  pajamas,  clothing. 
Bailey,  Banks  &  Biddle  Company,  400  cards  and  envelopes  and  printing 

of  invitations. 

Mrs.  David  Lewis,  Ladies'  Home  Journal,  Country  Gentleman  and 

Saturday  Evening  Post  for  one  year. 
Mrs.  Alba  B.  Johnson,  Electrolier,  rugs,  table,  bureaus,  porch  chairs 

and  screens. 
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Mrs.  Robert  E.  Hare,  Chairman. 

Mrs.  Hobart  A.  Hare,  Vice-Chairman. 

Mrs.  Horatio  Gates  Lloyd,  Secretary. 

Mrs.  Frank  S.  Evans,  Treasurer. 

The  Women's  Auxiliary  is  divided  into  four  general  com- 
mittees,— Hospital,  Maternity,  Nurses'  Home  and  Social  Ser- 
vice. The  following  reports  have  been  submitted  by  the 
chairmen  and  the  treasurers  of  the  various  committees  and 
sub-committees. 


Mrs.  Robert  E.  Hare,  Chairman. 
This  committee  through  its  sub-committees  for  public 
wards,  private  rooms,  nursery  and  children's  ward  attend  to 
the  general  welfare  of  the  main  hospital,  and  give  personal 
attention  to  many  details  for  the  comfort  of  the  patients. 

#ub~(Eammttte£  on  fublir  Warns 

Mrs.  B.  Dobson  Altemus,  Chairman. 

Mrs.  Robert  E.  Hare, 
Mrs.  Mahlon  Hutchinson, 
Mrs.  Alba  B.  Johnson, 
Mrs.  Frank  G.  Kennedy, 
Mrs.  E.  J.  Klopp, 
Mrs.  D.  Braden  Kyle, 
Mrs.  Charles  M.  Lea, 
Mrs.  David  Lewis, 
Mrs.  Fielding  O.  Lewis, 
Miss  Anna  J.  Magee, 
Mrs.  Willis  F.  Manges, 
Mrs.  Philippus  W.  Miller, 
Mrs.  John  S.  Muckle, 
Mrs.  J.  Rutherford  McAllister, 
Mrs.  Thomas  McCrae, 
Mrs.  James  M.  Reed, 
Mrs.  Edward  A.  Schmidt, 
Mrs.  S.  MacCuen  Smith, 
Mrs.  Joseph  W.  Wear, 


Mrs.  Winfield  S.  Aeter, 

Mrs.  Daniel  Baugh, 

Mrs.  George  W.  Boyd, 

Mrs.  Edward  Blabon, 

Mrs.  Walter  D.  Blabon, 

Mrs.  Franklin  Baker,  Jr., 

Mrs.  P.  Brooke  Bland, 

Mrs.  J.  Priestley  Button, 

Mrs.  J.  Heron  Crosman, 

Mrs.  J.  Chalmers  DaCosta, 

Mrs.  Howard  A.  Davis, 

Mrs.  J.  Leslie  Davis, 

Mrs.  Frank  S.  Evans, 

Mrs.  John  H.  Gibbon, 

Miss  Alice  Gilpin, 

Mrs.  William  E.  Goodman,  Jr., 

Mrs.  Edwin  E.  Graham, 

Mrs.  H.  F.  Hansell, 

Mrs.  Hobart  A.  Hare, 


Mrs.  Rollin  H.  Wilbur. 
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The  wards  throughout  the  year  have  been  filled  with 
patients.  Clothing  has  been  supplied  during  the  season  to 
patients  at  Third  and  Pine  as  well  as  in  the  general  wards. 
Christmas  and  Easter  were  made  cheerful  for  those  unfortu- 
nate enough  to  be  ill  at  these  seasons.  Presents  were  given 
to  all  ward  patients  and  employees.  Appropriate  flowers, 
wreaths  and  trees  were  placed  throughout  the  hospital.  An 
Easter  plant  was  given  to  each  ward  patient,  daffodils  were 
placed  on  each  private  patient's  tray  and  all  the  hall  stands 
filled  with  lilies. 

Potted  plants  and  ferns,  hired  by  the  month,  were  placed 
in  sun-parlors  and  reception  hall.  The  roof  gardens  and 
pneumonia  wards  were  put  in  order.  Flowers,  plants  and 
slip  covers  were  supplied  and  furniture  repainted.  Glass 
trays,  pitchers  and  electric  reading  lights  were  supplied  for 
the  private  rooms,  and  suitable  curtains  and  furniture  pur- 
chased for  the  sun  parlors. 

The  second  rummage  sale  was  a  glorious  success. 

Gross  receipts   $4,023.30 

Expenses    401.77 

Balance   $3,621.59 

Each  committee  received  over  $905,  being  $85  more  than 
last  year. 

Mrs.  Rollin  H.  Wilbur,  Chairman. 
Mrs.  B.  Dobson  Altemus,  Mrs.  Hobart  A.  Hare, 

Mrs.  Mahlon  Hutchinson,  Mrs.  Robert  E.  Hare. 

The  private  rooms  have  been  in  great  demand  throughout 
the  year,  and  nothing  but  favorable  comment  has  been  heard. 
Some  rooms  have  been  refurnished  and  reading  lights  have 
been  placed  in  every  room.  The  diet  kitchen,  always  under 
the  inspection  of  the  committee,  has  been  better  than  ever ; 
the  food  was  well  selected,  and  daintily  served,  great  atten- 
tion being  paid  to  the  appearance  of  the  trays,  as  well  as  the 
quality  of  the  menu. 
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Mrs.  Simon  Gratz,  Chairman. 


Mrs.  Robert  E.  Hare, 
Mrs.  Daniel  Baugh, 
Mrs.  Rollin  H.  Wilbur, 
Mrs.  Edward  E.  Graham 


Mrs.  Charles  M.  Lea, 
Miss  Alice  Gilpin, 


Mrs.  Alba  B.  Johnson, 
Miss  Anna  J.  Magee. 


During  the  past  year  the  Children's  Ward  has  received 
the  usual  careful  attention  from  doctors,  nurses  and  the  com- 
mittee. It  has  often  been  sadly  overcrowded,  but  has  been 
much  freer  from  contagious  diseases  than  in  previous  years. 
All  necessary  clothing,  including  shoes,  has  been  supplied  by 
the  committee  and  many  thanks  are  due  St.  Stephen's  Benevo- 
lent Society  for  the  numerous  garments  they  have  made  for  us. 

Ice  cream  was  supplied  to  the  little  patients  each  day  of 
the  three  hot  months  of  the  summer.  Christmas  was  even 
more  enjoyable  than  usual,  and  owing  to  generous  friends 
we  were  able  to  have  a  party  for  125  dispensary  children, 
who  thoroughly  enjoyed  the  treat.  Gifts  of  toys,  books  and 
flowers  kept  the  children  happy  during  their  stay  in  the  ward 
and  a  full  list  of  these  donations  will  be  found  elsewhere  in 
the  Hospital  Report. 


A  new  Department  of  Surgical  Supplies  and  Dressings 
was  opened  on  the  seventh  of  May,  to  provide  dressings, 
bandages  and  comfort  bags  for  the  new  Base  Hospital  that 
Jefferson  was  to  equip.  The  committee  was  in  charge  of 
Mrs.  B.  Dobson  Altemus  and  Mrs.  Joseph  W.  Wear,  with  a 
trained  nurse  always  in  attendance.  The  Hospital  assigned 
proper  quarters  for  the  work  to  be  done  in,  and  the  members 
of  the  Auxiliary  subscribed  over  $500  at  once  to  begin  the 
work,  as  well  as  pledging  themselves  to  give  certain  days  to 
the  making  of  the  needed  articles. 


#urgtral  H'ttpplies  Olommtttee 
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ifljatermty  (Enmmttt?? 


Mrs.  Edward  Parker  Davis,  Chairman. 

Mrs.  Edward  H.  Weil,  Vice-Chair  man. 

Mrs.  James  B.  Coryell,  Secretary. 

Mrs.  John  M.  Fisher,  Treasurer. 


Annual  Stennrt  nf  tlj?  ^rrrrtarg  of  tlje  Maternity 
(Committee  nf  ttje  Wnmen '0  Auxiliary  nf 
Srffrrsnn  (Cnllwn?  anh  Sinsnttal 

The  Women's  Committee  of  the  Maternity  Department 
of  Jefferson  College  and  Hospital  present  their  twenty-fifth 
annual  report.  We  are  a  quarter  of  a  century  old,  and  the 
work  at  the  Maternity  doubles  and  re-doubles,  each  year. 

There  has  been  the  usual  overcrowding,  and  applications 
for  admission  far  exceeding  the  capacity  of  the  Maternity. 
There  have  been  many  interesting  cases,  but  so  many  private 
patients  have  crowded  out  the  other  patients.  The  many 
operative  cases  during  the  past  year  have  necessitated  much 
extra  labor  on  the  part  of  Miss  Martin  and  her  corps  of 
nurses,  and  the  work  has  grown  to  such  an  extent,  that  it 
has  outgrown  the  number  of  students  appointed  to  look  after 
it. 

From  the  first  of  May,  1916,  to  May  1st,  1917,  eleven 
hundred  and  seventy-six  patients  have  applied  for  admission, 
but  only  two  hundred  and  sixty-three  could  be  taken  care  of. 

We  are  very  glad  to  report  that  the  Gladys  Crompton 
Memorial  Fund  of  five  thousand  dollars,  the  sum  required 
for  the  memorial  bed,  has  been  raised,  due  to  the  untiring 
efforts  of  the  Women's  Committee  and  the  generous  cooper- 
ation of  friends.  The  Pleasure  Fund  of  twenty-five  dollars 
for  the  benefit  of  the  nurses  working  at  the  Maternity  during 
the  summer,  was  given  to  Miss  Martin.  The  Visiting  Nurses 
were  given  the  usual  month's  holiday  in  August,  when  sub- 


Mrs.  A.  Crawford  Allison, 


Mrs.  D.  L.  Hebard, 
Mrs.  James  S.  Rogers, 
Mrs.  Albert  H.  Rosengarten, 
Mrs.  W.  Fielding  Wilcox, 
Mrs.  C.  Wendell  Woodward. 


Mrs.  Charles  E.  Coxe, 
Mrs.  J.  C.  DaCosta,  Jr., 
Mrs.  Warren  B.  Davis, 
Mrs.  John  H.  Gibbon, 
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stitutes  were  provided.  During  the  summer  had  papering 
and  painting  done  where  it  was  needed,  and  furnished  a  new 
incinerator. 

The  holidays  were  full  of  cheer  at  the  Maternity.  Thanks- 
giving Day  was  celebrated  with  "King  Turkey"  and  his 
accessories,  and  Christmas  was  made  happy  for  everyone. 
The  usual  Christmas  fund  for  the  patients  was  provided  by 
the  Maternity  Committee,  and  presents  were  bought  for  Miss 
Martin  and  her  corps  of  nurses. 

The  Visiting  Nurse  at  the  Maternity  made  1,870  calls 
from  May  1st,  1916,  to  May  1st,  1917,  and  Miss  Jones,  Visit- 
ing Nurse  at  the  Dispensary,  3,914  calls.  The  work  at  the 
Dispensary  increases  wonderfully  each  year,  and  the  results 
are  most  satisfactory.  The  Maternity  sustained  a  great  loss 
in  the  death  of  Mrs.  J.  Bolton  Winpenny,  who  was  one  of  the 
first  members  of  the  Jefferson  Maternity  Committee,  and  a 
very  valuable  member,  as  she  gave  much  of  her  time  and 
money  to  this  work. 

A  gift  of  a  hundred  dollars,  for  use  of  the  Maternity 
outside  of  the  usual  expenses,  was  presented  to  Dr.  Davis, 
through  a  pupil-nurse,  the  donor  preferring  name  not  to  be 
mentioned.  The  money  was  transferred  to  Miss  Martin,  who 
purchased  many  articles,  which  were  greatly  needed  by  the 
Maternity,  such  as  blankets,  table-napkins,  tray-covers,  table- 
spoons, teaspoons,  dishes,  etc. 

The  Maternity  is  always  overcrowded,  and  it  is  only 
by  great  care  that  the  patients  escape  septic  poisoning,  due 
to  the  perseverance  and  efficiency  of  our  head-nurse,  Miss 
Martin. 

Mary  B.  M.  Coryell, 

.  Secretary. 

Nttrflfa*  i^omp  (Eotttmttiee 

Mrs.  D.  L.  Hebard,  Chairman. 

Miss  Anna  J.  Magee,  V ice-Chairman. 

Mrs.  Pere  Wilmer,  Secretary. 

Miss  Helen  E.  Mayer,  Treasurer. 
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Mrs.  B.  Dobson  Altemus, 
Mrs.  Edward  Parker  Davis, 
Mrs.  John  C.  DaCosta,  Jr., 
Mrs.  Simon  Gratz, 
Mrs.  Howard  F.  Hansell, 
Miss  Anna  J.  Magee, 


Mrs.  Joseph  Priestley  Button, 
Mrs.  Edward  H.  Weil, 
Mrs.  J.  Leslie  Davis, 
Mrs.  William  E.  Goodman, 
Mrs.  S.  MacCuen  Smith, 
Mrs.  C.  Wendell  Woodward. 


The  Nurses'  Home  Committee  of  the  Jefferson  Hospital 
Women's  Auxiliary  submits  the  following  report : 

This  committee  has  had  seven  meetings  during  the  last 
year — May,  June,  October,  November,  December,  January 
and  April.  At  the  May  meeting  the  following  officers  were 
elected : 


On  May  11th  we  had  our  Commencement.  The  grad- 
uating class  consisted  of  twenty-eight  (28)  members  and  sent 
out  about  five  hundred  invitations.  Thanks  to  the  ladies  of 
the  Board,  they  had  the  usual  decorations,  refreshments  and 
music. 

One  hundred  dollars  was  given  the  nurses  for  the  Outing 
Fund,  to  be  used  during  the  summer  and  magazines  and 
papers  were  subscribed  to  for  the  year. 

It  was  with  great  regret  the  committee  received  Mrs. 
Goodman's  resignation  (owing  to  ill  health).  Mrs.  Wilmer 
was  elected  in  her  place. 

One  new  member  has  been  added  to  our  Board  this  year 
— Mrs.  J.  Leslie  Davis. 

At  the  request  of  the  hospital  and  nurses  the  long  tables 
in  the  nurses'  dining-room  were  made  smaller  and  a  few  new 
ones  purchased. 

The  death  of  Mrs.  Winpenny  was  felt  a  distinct  loss  to 
our  committee  and  a  note  of  sympathy  was  written  by  our 
secretary  to  her  daughter. 

Mrs.  Gratz  and  Mrs.  Weil  again  did  the  purchasing  for 
the  nurses'  Christmas  presents,  which  were  very  attractive  and 


Mrs.  Hebard,  Chairman ; 
Miss  Magee,  Vice-Chairman ; 
Mrs.  Goodman,  Secretary; 
Miss  Mayer,  Treasurer. 
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over  two  hundred  were  given.    The  Home  was  attractively 
decorated  as  well  as  the  Nurses'  Home  at  the  Chest  Hospital. 
Our  donations  during  the  year  consisted  of— 
Towel  racks, 
Bureau  covers, 
Table  for  living  room 
and  two  sofa  cushions  given  by  Mrs.  Joseph  Priestley  Button 
for  the  Chest  Hospital. 

The  following  things  were  purchased  during  the  year: 

23  rugs  for  bed  rooms, 
100  bed  pads. 

An  unknown  friend  of  the  Hospital,  also  a  patient  of 
Dr.  E.  P.  Davis,  gave  Miss  Melville  money  for  a  clock,  which 
has  been  purchased  and  put  in  the  sitting  room. 

Our  treasurer  reports  from  May  1,  1916,  to  May  1,  1917, 
total  receipts  were  $1,119.25.  Disbursements  for  the  year, 
$938.94,  leaving  a  balance  of  $180.31. 

Mortal  g^nrire  (Gammtttp? 

Mrs.  Alba  B.  Johnson,  Chairman. 

Mrs.  William  H.  Greene,  Secretary. 

Mrs.  Daniel  Baugh,  Mrs.  E.  J.  Klopp, 

Mrs.  Franklin  Baker,  Jr.,  Mrs.  Horatio  Gates  Lloyd, 

Mrs.  Walter  Bryant,  Mrs.  David  Lewis, 

Mrs.  Joseph  Priestley  Button,  Mrs.  B.  B.  Vincent  Lyon, 

Miss  Mary  E.  Converse,  Mrs.  Charles  M.  Lea, 

Mrs.  Howard  A.  Davis,  Mrs.  Walter  Lee, 

Mrs.  John  Chalmers  DaCosta,  Mrs.  Edward  J.  Lavino, 

Mrs.  F.  X.  Dercum,  Mrs.  Thomas  McCrae, 

Mrs.  J.  Leslie  Davis,  Miss  Anna  J.  Magee, 

Mrs.  James  Forney,  Mrs.  J.  R.  McAllister, 

Miss  Lila  Fisher,  Mrs.  John  F.  Muckle, 

Mrs.  Edwin  E.  Graham,  Mrs.  D.  G.  Metheny, 

Miss  Alice  Gilpin,  Mrs.  James  W.  Oakford, 

Miss  Gertrude  Goff,  Miss  Mary  Peirce, 

Mrs.  Quincy  A.  Gilmore,  Miss  Olive  Pardee, 

Mrs.  Clarence  H.  Geist,  Mrs.  Hollister  Sturgis, 

Miss  Anne  Hinchman,  Mrs.  Edward  A.  Schmidt, 

Mrs.  Frank  G.  Kennedy,  Jr.,  Mrs.  J.  Parsons  Schaeffer, 
Mrs.  Joseph  W.  Wear. 
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The  convalescent  work  from  the  small  beginning  made 
last  year  has  grown  greatly  in  interest.  Encouraged  by  the 
results  in  both  physical  and  moral  reconstruction  obtained 
through  the  little  Home  at  Hammonton,  and  by  the  gift  of 
five  thousand  dollars  from  Miss  Harriet  Blanchard,  it  was 
determined  to  take  up  the  work  of  convalescent  care  from 
the  modern  point  of  view,  that  is,  not  a  sentimental  care  for 
the  weak  but  reconstructive  work  for  the  world's  workers. 

Ivycroft  Farm,  one  mile  from  Wayne,  was  purchased  by 
a  trustee  of  Jefferson  Hospital  and  put  in  order  for  the  experi- 
ment. The  committee  has  undertaken  to  run  this  for  a  year 
and  should  it  be  able  to  demonstrate  its  ability  to  carry  this 
added  financial  burden  the  owner  will  deed  it  to  Jefferson 
Hospital  as  a  permanent  Convalescent  Home.  Ivycroft  was 
formally  opened  on  May  5th  and  the  occasion  was  made 
notable  by  the  presence  of  Dr.  Frederic  Brush,  of  the  Burke 
Foundation  at  White  Plains,  New  York,  who  made  a  most 
helpful  address.  He  congratulated  the  committee  on  having 
undertaken  the  much  needed  work  of  caring  for  convalescent 
men.  An  endowment  sufficient  to  run  such  an  institution  is 
greatly  needed,  over  ten  thousand  dollars  already  having  been 
set  aside  for  such  a  fund.  The  results  of  these  two  months 
in  added  efficiency  to  the  hospital  as  well  as  increased  health 
and  happiness  to  the  men  who  have  enjoyed  the  privileges  of 
the  Home  have  encouraged  the  committee  to  new  efforts  to 
broaden  the  work  and  guarantee  its  permanency.  Due  thanks 
must  be  given  to  Mrs.  J.  Priestley  Button,  chairman  of  the 
committee  on  Ivycroft  Farm,  for  her  untiring  interest  and 
generous  support  of  the  work. 

A  new  sub-committee  has  been  formed,  under  the  chair- 
manship of  Mrs.  Klopp,  whose  function  it  is  to  see  that 
necessary  clothing  is  provided  for  patients  about  to  leave  the 
hospital. 

The  financial  report  shows  a  balance  on  hand,  May  30, 
1916,  of  $1,541.18.  Contributions  toward  the  general  work 
have  been  received  to  the  amount  of  $3,299.25.  Toward  the 
Endowment  Fund  for  the  Convalescent  Home  $10,750  has 
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been  contributed,  and  $966.39  toward  the  running  expenses 
of  the  same.  All  of  these  sums,  with  interest,  make  a  total 
of  $15,071.12,  which  with  the  balance  on  hand  at  the  begin- 
ning of  the  year  make  a  total  of  $16,612.30.  The  disburse- 
ments have  been  $3,029.13,  leaving  a  balance  on  hand  of 
$13,583.17,  of  which  the  sum  of  $10,050  has  been  handed  over 
to  the  Trustees  of  the  Hospital  for  investment  as  the  begin- 
ning of  an  Endowment  Fund  for  Ivycroft  Farm. 

Leah  Goff  Johnson, 

Chairman. 


Balance  June  ist,  1916  $1,346.83 

Received  from  fines  and  dues   $182.50 

Received  from  contributions    443-0O 

Received  from  Mrs.  Gibbon    151.71 

Interest    16.28 

Net  receipts  rummage  sale   3,621.59 

  4,4i5.o8 


$5,761.91 

Payments — 

Account   merchandise   $1,314.14 

Flowers    523.25 

Service  plates    18.02 

Sewing    17.15 

Cleaning  blankets   2.70 

Private  rooms    43-29 

Social  Service  Rummage  Sale   905.40 

Maternity  Rummage  Sale   905.40 

Nurses'  Home  Rummage  Sale   905.40 

  4,63475 


Cash  balance  on  hand,  May  15th,  1917  $1,127.16 


Gertrude  C.  Evans,  Treasurer. 
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©lie  ©raining  Sdfnnl  fnr  Nnrs^a 

The  Training  School  for  Nurses  has  been  in  successful 
operation  for  twenty-five  years ;  at  no  time  in  its  history  has 
the  school  been  more  prosperous.  The  entire  organization 
is  under  the  direction  of  the  Hospital  Committee,  to  which, 
through  the  Medical  Director,  all  matters  of  discipline  and 
curriculum  are  brought  for  final  consideration.  Recognizing 
that  proper  teaching  of  the  science  and  art  of  nursing  can  be 
best  accomplished  under  the  supervision  of  medical  men,  it 
has  been  provided  that  the  course  of  study  be  formulated  and 
directed  by  the  Hospital  Staff.  For  this  purpose  there  is 
appointed  annually  a  Committee  of  the  Staff,  known  as  the 
Training  School  Committee,  consisting  of  six  members,  who 
outline  the  curriculum  and  designate  the  teachers  of  the 
separate  branches. 

The  Directress  of  the  Training  School  is  the  executive 
having  immediate  charge  of  the  work  done  by  the  pupils ;  she 
supervises  the  practical  instruction  in  wards,  operating  rooms, 
diet  kitchen  and  in  classes,  for  which  purpose  she  is  supplied 
adequate  assistance.  The  Nurses'  Home  is  under  her  imme- 
diate supervision,  as  is  also  the  home  life  of  the  pupils  in 
training  and  all  her  subordinates. 

Qlnursp  of  §>tv&\i 

The  course  of  study  is  three  years,  during  which  time  the 
Directress  of  the  Training  School  assigns  each  pupil,  for  defi- 
nite periods,  to  the  various  wards  and  services.  Such  practical 
training  under  skilled  supervisors  best  applies  the  science  and 
most  adequately  teaches  the  art.  The  course  of  study  is  modi- 
fied and  improved  year  by  year,  always  with  the  idea  of  bet- 
terment. Like  all  other  professional  schools,  changes  are 
necessary  for  improvement;  to  stand  still  is  retrogression. 
Each  year  new  subjects  are  introduced  or  old  ones  taught  in 
new  and,  it  is  believed,  better  ways.  The  curriculum  embraces 
a  probation  term  of  three  months,  a  junior  term  of  nine 
months,  an  intermediate  term  of  twelve  months,  and  a  senior 
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term  of  twelve  months.    Practical  work  is  given  each  nurse 

in  the  following:* 

Men's  and  Women's  Medical  Wards   7  Months 

Men's  and  Women's  Surgical  Wards   7 

Children's   Ward   4  " 

Roof-garden  and  special  details   1 

Private   Corridors   4 

Accident  Ward  and  Dispensaries   2 

Operating  Rooms   3 

Maternity  Department   3 

Department  Diseases  of  Chest   3 

Diet  Kitchen   2 

Approximately  six  months  of  night  duty  are 
given  in  two  or  more  terms,  rarely  exceeding 
three  months  each,  distributed  in  the  above 
services. 

INTRODUCTORY  LECTURE 

The  Medical  Director.  The  Duties,  Obligations,  and  Responsibilities 
of  the  Trained  Nurse. 

BACTERIOLOGY  AND  HYGIENE 

Prof.  R.  C.  Rosenberger.  General  distribution  of  Bacteria,  how  bac- 
teria produces  diseases.  Epidemics  of  Diseases  due  to  dissemi- 
nation by  (1)  Contact,  (2)  Water,  (3)  Milk,  (4)  Carriers,  (5) 
Insects.  Methods  of  obtaining  Antitoxin  and  other  sera,  role 
of  Vaccines.  Disinfection  by  steam,  hot  air  and  chemicals. 
Dangers  of  dusts  in  various  occupations. 

NURSING  IN  TUBERCULOSIS 

Elmer  H.  Funk,  M.D.  Tuberculosis — Frequency  of  infection  and 
mortality,  predisposing  factors,  methods  of  spread  of  the  dis- 
ease. The  Social  problem  and  the  Nurse's  position  in  the  anti- 
tuberculosis crusade.  The  manifestations  of  the  disease — the 
special  knowledge  which  a  nurse  should  have  to  successfully 
attend  tuberculous  patients.  The  temperature,  pulse,  etc.  The 
care  of  the  patient — rest — fresh  air — properly  prepared  diet.  The 
principles  underlying  and  methods  of  application  of  these  meas- 
ures. Prophylaxis.  Methods  of  disposal  of  sputum,  excreta  and 
of  disinfection  of  articles  in  contact  with  patient.  Nursing  in 
emergencies  such  as  Pulmonary  Hemorrhage,  etc.  The  prepara- 
tion for  paracentesis  of  the  Chest. 

*  Subject  to  change  without  notice.  The  management  at  all  times 
reserves  the  right  to  make  such  changes  as  may  seem  wise  without 
notice  to,  or  consent  of  the  pupil. 
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ORTHOPEDIC  SURGERY 

Prof.  H.  Augustus  Wilson,  M.D.   Care  of  Feet  and  Correct  Walking. 

PRACTICAL  NURSING 

Fifty  Classes 

DIETETICS 
Four  Demonstrations.    Twelve  Classes 

Responsibility  of  the  nurse  in  ordering,  preparing  and  serving  nourish- 
ments and  regular  diets.  Measuring,  combining  ingredients. 
Preparation  of  eggs,  of  beverages,  of  nourishments.  General 
rules  for  diet  kitchen  work.  Care  of  diet  kitchen  equipment. 
Care  of  trays,  linen,  china,  glass  and  silver  ware.  Setting  and 
serving  trays.  Food.  Composition,  classification  and  caloric 
value.  Protein,  fat,  carbohydrate,  mineral  matter,  water. 
Methods  employed  in  cooking  food.  Meat— Demonstration 
of  different  cuts.  Menus  for  patients  on  regular  and  special 
diets  including  color  schemes.    Metabolic  diets. 

MASSAGE 

Mary  G.  Corbin.    Twenty  Demonstrations. 

Recitations  and  demonstrations,  including  practical  bed- 
side work,  are  given  by  the  Directress  and  her  assistants. 

§>?rmt&  f far 

GYNECOLOGY 

Prof.  E.  E.  Montgomery,  M.D.    Consequences  and  Sequelae  following 

Abdominal  Operation. 
Prof.  John  M.  Fisher,  M.D.    Two  Lectures.    Abdominal  Operations. 
P.  Brooke  Bland,  M.D.    Medical  Gynecological  Nursing.    Nursing  in 

Vaginal  Operations. 
Alfred  Heineberg,  M.D.    Two  Lectures.    Anatomy  of  Pelvic  Organs. 

DISEASES  OF  THE  EYE 

Prof.  William  M.  Sweet,  M.D.  Anatomy  of  the  Eye.  Nursing  in 
Diseases  of  the  Eye. 

DISEASES  OF  CHILDREN 

Prof.  E.  E.  Graham,  M.D.    Feeding  in  Infants  and  Children. 
Julius  Blechschmidt,  M.D.    Hygiene  of  the  Nursery. 
Ralph   Engle,  M.D.    Nursing  in  Gastro-Intestinal  and  Respiratory 
Diseases. 

W.  H.  Johnston,  M.D.    Nursing  in  Fevers  and  Contagious  Diseases. 
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SURGERY 

Duncan  L.  Despard,  M.D.  Fractures,  Dislocations,  Sprains,  Anes- 
thesia, Splints. 

SURGICAL  NURSING 

Eight  Demonstrations.  Preparation  of  patient  for  Operation.  Prep- 
aration of  patient  for  Anesthesia.  Instruments  (Metal,  Rubber, 
Silk,  Glass,  Illuminated),  Preparation,  Sterilization,  Use  and 
Care.  Sterilizers  and  how  to  use  them.  Preparation  of  Special 
Binders,  Bandages,  Plaster  Dressings,  etc.    Padding  of  Splints. 

BANDAGING 

Hubley  R.  Owen,  M.D.    Twelve  Demonstrations. 

ANATOMY  AND  PHYSIOLOGY 

E.  J.  Klopp,  M.D.  Twenty-five  Lectures.  Anatomy  and  Physiology 
of  the  Human  Body. 

MATERIA  MEDICA 

Leighton  F.  Appleman,  M.D.  Drugs :  Their  Proper  Names,  Sources 
and  Active  Principles.  Pharmaceutical  Preparation  of  Drugs 
with  their  Definition  and  General  Uses.  Dosage  and  Methods 
of  Administering  Drugs.  Physiological  Actions  of  Drugs. 
Poisons ;  the  Treatment  of  Poisoning.  Counter  Irritation. 
Hydrotherapy.  Antitoxins ;  their  Uses.  Vaccines  and  their 
Applications.    Review.    Materia  Medica.    Twelve  Classes. 

Recitations  and  demonstrations,  including  practical  bed- 
side work,  are  given  by  the  Directress  and  her  assistants. 

®l|tr&  f  par 

SURGICAL  NURSING 

Prof.  J.  Chalmers  DaCosta,  M.D.  Two  Lectures.  Instruments  and 
their  uses. 

Warren  B.  Davis,  M.D.  Five  Lectures.  Hemorrhage,  Wounds  and 
Burns.  Shock,  Treatment  of  Shock.  Bites  of  Dogs,  Insects  and 
Snakes.    Drowning.    Asphyxia.    First  Aid  to  the  Injured. 

SURGICAL  AND  OPERATING  ROOM  TECHNIC 

Dr.  M.  B.  Morgan,  M.D.    Fifteen  Classes. 

OBSTETRIC  NURSING 

Prof.  Edward  P.  Davis,  M.D.  Obstetric  Nursing  in  Private  Houses ; 
Complications  of  Pregnancy,  Abortion,  Eclampsia,  Hemorrhage. 
Signs  and  Symptoms  of  Labor;  Preparation  of  the  Patient  and 
her  Room;  the  duties  of  the  Nurse  during  Spontaneous  Labor. 
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Collin  Foulkrod,  M.D.  Obstetrics,  Antisepsis  and  Asepsis;  Signs, 
Symptoms  and  Treatment  of  Post-Partum  Hemorrhage.  Duties 
of  the  Nurse  during  Obstetric  Operations;  the  Sterilization  of 
Instruments,  Dressings,  Field  of  Operation,  Operating  Tables, 
the  Posture  of  the  Patient;  the  Anesthetist;  Shock  and  Hemor- 
rhage. 

George  A.  Ulrich,  M.D.  The  Normal  Puerperal  State.  Complications 
arising  during  the  Puerperal  State  for  Mother  and  Child.  The 
Infant,  its  Food  and  Dress.  Bathing,  Exercise,  Development  and 
Weaning. 

OBSTETRIC  NURSING 
Five  Classes 

NURSING  IN  GENITO-URINARY  DISEASES 

Prof.  Hiram  R.  Loux,  M.D.  Nursing  in  Venereal  Diseases ;  Methods 
to  be  adopted  in  Order  to  Prevent  Contagion.  Urethral  Instru- 
ments, Care,  Sterilization  and  Uses.  Retention  of  Urine;  Causes, 
Symptoms  and  Treatment.  Uremia;  Causes,  Symptoms  and 
Treatment.     Hematuria;  Causes,  Treatment.  Catheterism. 

D.  M.  Dry,  M.D.    Normal  Urine.    Deviations  from  the  normal  to  be 

noted  by  the  Nurse.  Proper  Method  for  collecting  samples  for 
Examination.    Simple  Emergency  tests. 

FEVER  NURSING 

Frederick  J.  Kalteyer,  M.D.    Seven  Lectures. 

Ross  V.  Patterson,  M.D.    Cardiac  and  Pulmonary  Diseases. 

MEDICAL  NURSING 

Sixteen  Classes 
DISEASES  OF  THE  THROAT 

Prof.  Chevalier  Jackson.    Surgical  Proceedings  involving  Larynx. 

Nursing  care  of  Tracheotomy  cases,  etc. 
Dr.  F.  O.  Lewis.    Care  of  accident  cases  and  of  surgical  proceedings 

involving  Nose  and  Throat. 

DISEASES  OF  THE  EAR 

Prof.  S.  MacCuen  Smith,  M.D.    Anatomy  of  the  Ear. 

E.  L.  Klopp,  M.D    Diseases  of  Middle  Ear  and  Mastoid  arising  from 

acute  infective  diseases. 

DISEASES  OF  SKIN 

Henry  K.  Gaskill,  M.D.  Anatomy  of  the  Skin.  Suggestions  on  the 
care  of  Diseases  of  the  Skin. 

DISEASES  OF  NERVOUS  SYSTEM 

George  E.  Price,  M.D.  Nursing  in  Organic  Nervous  Diseases.  Nurs- 
ing in  Insanity.    Nursing  in  Functional  Nervous  Diseases. 
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DISEASES  OF  JOINTS  AND  APPLICATION  OF  PLASTER 

BANDAGES 

Arthur  J.  Davidson,  M.D.   Two  Lectures. 

Frequent  recitations  and  demonstrations,  including  prac- 
tical bedside  work,  are  given  by  the  Directress  and  her 
assistants. 

During  the  year  just  ended  thirty-six  nurses  completed 
the  course,  graduating  at  Commencement  held  on  May  twenty- 
fourth.  The  number  of  graduates  is  now  four  hundred  and 
twelve. 

During  the  year  622  inquiries  were  received  and  198 
applications  were  filed.    The  school  census  follows : 


Pupil  nurses  and  probationers,  June  I,  1916   110 

Graduated    36 

Resigned  and  rejected   34 

Admitted    73 

Pupil  nurses  and  probationers,  May  31,  1917   113 


turns'  i|n«tp 

The  Nurses'  Home,  in  addition  to  the  dormitories,  pro- 
vides recitation,  recreation,  reading  and  reception  rooms. 
Under  proper  regulations  nurses  are  permitted  to  see  and 
entertain  their  friends,  enjoy  social  evenings,  and  every  effort 
is  made  to  secure  something  of  home  life  and  the  pleasures 
of  congenial  companionship.  A  Committee  of  the  Women's 
Auxiliary  regularly  visits  the  Home,  provides  comforts,  and 
looks  after  the  general  welfare  of  the  pupils.  The  social 
features  of  last  Commencement  were  entirely  under  the  direc- 
tion of  the  Nurses'  Home  Committee  of  the  Women's  Auxil- 
iary, to  whom  all  were  indebted  for  a  most  enjoyable  occasion. 

A  Register  of  the  Graduates  of  the  Nurses'  Training 
School  is  kept  in  the  office  of  the  Directress,  and  nurses  are 
supplied  on  application  by  telephone,  mail  or  in  person. 
Alumnae  are  requested  to  keep  the  Directress  informed  as  to 
their  addresses,  and  whether  engaged  in  or  desiring  private  or 
institutional  nursing  or  administrative  work. 

Applicants  for  admission  to  the  Training  School  should 
call  upon  or  address  the  Directress  of  the  Training  School  for 
Nurses,  Jefferson  Hospital. 
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i&tattBitrfi 

Far  the  Years  ending  May  3t,  J9J6,  and  May  31,  I9J7 

PUBLIC  SERVICE 

Patients  in  Wards  First  of  Year          1917  1916 

Medical,  Male                                                                     51  43 

Female                                                                  38  18 

Surgical,  Male                                                                        85  81 

Female                                                                  44  37 

Gynecological                                                                         20  27 

Obstetrical                                                                             28  32 


Total  patients  in  wards  June  1st                                  266  238 

Patients  admitted  during  year  5810  5412 

Patients  treated  during  year  6076  5650 

Patients  Discharged  During  Year 

Free   4499  4So8 

Part  pay   1320  865 


Total  patients  discharged  during  year  5819  5373 

Patients  in  Wards  End  of  Year 

Medical,  Male    53  53 

Female    33  43 

Surgical,  Male    81  86 

Female   41  42 

Gynecological    21  22 

Obstetrical    28  31 


Total  patients  in  wards  May  31st   257  277 

Patient  Days 

Ward  days,  free    75,942  81,809 

Ward  days,  part  pay    25,267  19,466 


Total  ward  days   101,209  101,275 

Percentages 

Wards,  free                                                                 75%  80.8% 

Part  pay                                                                      25%  19.2% 


Totals   -  100%  100% 

Averages 

Average  patients  per  day                                               277.2  277. 

"       days  per  ward  patient  in  hospital                      16.6  18.7 

"      daily  cost  per  ward  patient                            $i-93  $1-79 


66 


EMERGENCY  WARD 

1917  1916 

Patients  treated                                                         15.691  15,824 

Patients  redressed                                                          2,452  2,089 

Sent  to  wards                                                             2,375  2,118 

Police  patrol  cases                                                          651  618 

Average  patients  per  day                                               50.  49. 

Average  daily  cost  per  emergency  patient                         16.3c  I5-3C 

DISPENSARY 

Patients  treated  first  day  of  year                                       420  383 

Patients  treated  last  day  of  year                                       439  408 

Patients  admitted  during  year                                      28,755  27,564 

Total  return  visits  to  Dispensary                                   82,136  87,686 

Total  visits  to  Dispensary  during  year  110,881  115,250 

Prescriptions  filled  by  Drug  Department  for  year            30,221  30,422 

Prescriptions  written  but  not  filled                                  1,613  2,311 

Total  prescriptions  written                                            31,834  2>2,J2>2> 

Average  visits  per  day                                                   358.  373. 

Average  visits  per  patient                                                3.8  4.2 

Average  daily  cost  per  Dispensary  patient                        16.0c  14.3c 

AMBULANCE 

Calls  during  year                                                         1,590  1,504 

Average  calls  per  day                                                     4.4  4.1 

Average  cost  per  call                                                  $i-39  $1.29 

SUMMARY 

Total  new  patients  treated  in  all  public  departments.  .50,256  48,800 

Average  patients  per  day  in  all  public  departments....    686.  699. 
Average  daily  number  of  all  patients  boarded  in  all 

public  departments                                                   277.2  277. 

PRIVATE  SERVICE 

Patients  in  Private  Rooms  First  of  Year 

Medical,  Male    2  8 

Female    7  6 

Surgical,  Male    34  25 

Female    31  26 

Gynecological    4  5 

Total    78  70 

Patients  admitted  during  year  3064  2896 

discharged  during  year  3069  2895 

treated  during  year  3142  2966 
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Patients  in  Private  Rooms  End  of  Year  I9I6 

Medical,  Male    9  5 

Female    8  4 

Surgical,  Male    22  28 

Female    15  24 

Gynecological    19  10 

Total    73  71 

Patient  days  treatment    25,386  23,285 

Average  patients  per  day    69.5  63.8 

Average  days  per  private  patient  in  hospital   8.  7.8 

GRAND  SUMMARY 

Total  patients  in  hospital  first  of  year                              344  308 

admitted  during  the  year                           8,874  8,30s 

treated  during  year                                  9,218  8,616 

discharged  during  year                               8,888  8,268 

in  hospital  end  of  year                                 330  348 

"    patient  days  treatment   126,595  124,558 

Average  patients  per  day  in  hospital                               346.7  341. 

days  per  patient  in  hospital                                13.7  14.5 

Percentage  ward  patients                                                66.  66. 

private  room  patients                                      34.  34. 

Total  consultations,  Emergency  Ward                            18,143  17,913 

"             "          Dispensary   110,881  115,250 

"     ambulance  calls  for  year                                      1,590  1,504 

"     new  patients  treated  in  all  departments                  53,320  51,696 

Average  patients  per  day  in  all  departments                     755-5  762.8 

daily  number  of  patients  boarded  in  all  depart- 
ments                                                         346.7  341- 

"      daily  number  of  employees  boarded  in  all 

departments                                                    352.  330.6 

Daily  cost  for  provisions  for  all  persons  supported           37.0c  33.8c 
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iFtnanrtal  Import 


RECEIPTS  1917  1916 

Board  of  Patients    $123,946.93  $109,732.51 

Sale  of  Drugs    17,237.61  14,419.89 

Board  of  Special  Nurses    7,817.93  7,581.50 

Operating  Rooms    9,176.50  8,368.50 

Ambulance    820.35  889.00 

X-Ray    1,308.50  1,140.30 

Donations    1,948.70  2,604.79 

Sale  of  Kitchen  Waste,  Etc   734-68  529.96 

Breakage    114.96  116.25 

College  (heat,  light  and  power)    6,867.47  4.619.50 

Maternity  Department    2,491.49  1,756.58 

Department  for  Diseases  of  the  Chest    2,877.40  2,966.46 

Physicotherapy    2,104.00  1,991.88 

Women's  Auxiliary  for  Social  Service  Dept..  2,755.00  1,929.68 

Telephones    1,347-23  1,339-38 

Industrial  Accidents    8,402.92  *i,574  50 

Miscellaneous  (includes  resales)    6,594.54  5,628.51 


Total    $196,546.21  $167,189.19 

TREASURER 

Interest  on  Investments    $20,558.59  $19,997.92 

Rents    4,666.75  3,056.08 

State  Treasurer    110,793.50  84,831.50 

City  of  Philadelphia  for  Ambulance  Service...  1,125.00  375-00 

Elkinton  Fund,  Refund    5.17 

Estate  of  Bartholomew  Shea    256.98  256.74 

Building  Fund  Income    592-94 

James  F.  Hope  Fund    174.60  874.09 

Samuel  Bettar,  Jr.,  Fund    59-19 

Edward  Bettar  Fund    59.18 

Anna  J.  Magee  Fund    32.51 

Mary  Hudson  Bequest    241.43 

Charity  Ball    2,000.00 

Miscellaneous    835.72  65.00 


Total    $140,803.45  $110,054.44 

Total  Receipts    $337,349-66  $277,243.63 


*  From  February  I,  191 6. 
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MEDICAL  DIRECTOR 

Administration  Expenses —                                1917  1916 

Salaries — Officers  and  Clerks    $6,427.12  $5,881.94 

Office  Expenses                                                     509.26  469.22 

Stationery,  Printing  and  Postage    3,853.75  3,623.43 

Telephone,  Telegraph  and  Legal    3,674.41  3,396.97 


Total    $14,464.54  $i3,37i-56 

Professional  Care  of  Patients — 

Salaries  and  Wages    $20,526.41  $19,910.71 

Supplies :  Apparatus  and  Instruments    747-57  957-42 

Medical    14,272.57  ",755-35 

Surgical    12,266.64  14,441.66 

Alcohol,  Liquors  and  Wines    1,203.47  1,162.09 

Dispensary    3,005.11  3,060.85 

Receiving  Ward    252.50  240.00 


Total    $52,274-27  $51,528.08 

Department  Expenses — 

Ambulance    $2,209.79  $1,947.60 

X-Ray  Laboratory    9,766.48  3,953.83 

Pathological  Laboratory    2,174.00  1,390.36 

Maternity  Department    14,108.66  13,448.99 

Training  School    1,966.24  2,264.29 

Housekeeping    23,843.61  23,256.77 

Kitchen    3,511-97  3,087.66 

Laundry    7,171.02  6,804.82 

Department  for  Diseases  of  the  Chest    16,997.41  15.760.33 

Social  Service  Department    5,913-63  4,826.01 


Total    $87,662.81  $76,740.66 

Steward's  Department — 

Labor    $1,249.22  $1,130.30 

Bread    3,612.38  3,325-15 

Milk  and  Cream    12,932.49  11,322.64 

Groceries    10,014.17  11,130.47 

Butter  and  Eggs    16,896.91  13,550.66 

Fruit  and  Vegetables    9,102.41  6,621.02 

Meat  and  Fish    22,038.12  18,156.32 

Poultry    11,410.24  9,167.10 


Total    $87,255.94  $74,403.66 
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General  House  and  Property  Expense —             1917  I9!6 

General  Electric  Light    $5,067.41  $4,818.10 

Electric  Power    6,083.14  6,392.29 

Steam    6,197.02  5,601.42 

Gas    1,796.35  i,944-6o 

Plumbing  and  Steam  Fitting    3,960.61  1, 570.60 

Maintenance  of  Machinery  and  Tools    1,008.06  724.88 

Maintenance  of  Real  Estate  and  Buildings    14,231.21  21,495.84 

Water  Rent    215.70 

Insurance                                                               244.51  175-13 

College  (heat,  light  and  power)    5,922.20  5,736.13 

Miscellaneous    6,092.50  5,i4i-88 


Total    $50,60301  $53,816.57 

Treasurer's  Disbursements — 

Interest  on  Mortgage  of  Hospital  Properties..  $22,430.91  $24,754.57 

Taxes    1,588.00  2,026.00 

Orthopedic  Apparatus  (Elkinton  Fund)    67.50  177-35 

Insurance    851.99  200.40 

Water  Rent    107.90 

Miscellaneous    1,555-37  2,110.28 

Alterations,  Plumbing,  Steam  Fitting,  and  Etc., 

to  1023-25-27  Walnut  Street    772.85 


Total    $27,266.62  $29,466.50 

Total  Expenses  for  Year    $319,527.19  $299,327.03 

Total  Receipts  for  Year    $337,349-66  $277,243.63 


Appropriation  for  Year  ending  May  31,  due  but 

not  received  from  State  of  Pennsylvania   $12,668.50 

Received   from  State  of   Pennsylvania  earned 

prior  to  year  ending  May  31   $13,293.50 


Excess  Receipts  for  Year  ending  May  31   $4,528.97 

Excess  Expenditures  for  Year  ending  May  31..  $9,414.90 
Total  Hospital  Deficit  May  31   $20,807.11  $25,336.08 


Real  Estate  Trust  Building,  Philadelphia,  September  19,  1917. 

We  hereby  certify  that  we  have  audited  and  examined  the  books 
and  accounts  of  the  Jefferson  Hospital  for  its  fiscal  year  ended  May 
31,  1917,  and  found  them  to  be  correct. 

The  operations  of  the  year  are  correctly  summarized  in  the  report 
herewith  submitted. 

JOHN  HEINS  &  CO., 

Accountants  and  Auditors. 
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Year 
1908 
1909 
I9IO 
I9II 
I912 

1913 
1914 

1915 
I916 
1917 


No.  of  Patients 
Admitted  to 
Hospital 

 3,660  

 5,044-.  •• 

 5,425- ••• 

 5,729- ••- 

 6,010  

 6,507.... 


Patient  Days 
Treatment 


  64,891. 

  84,220. 

  89,423. 

  90,766. 

....  93,467. 

  97,398. 

.7,265  108,692. 

.7,725  122,962. 

.8,308  124,558. 

.8,874  126,595- 


Cost  Per  Diem 
Provisions 
All  Persons 
Supported 

 $0.357.. 

 336.. 

335-. 

337-. 

336.. 

356.. 

374- • 
32  .. 
338.. 
37  •• 


Cost  Per  Diem 
Ward 
Patients 

 $2.14 

  1.83 

  I.84 

  1.88 

  i-95 

  1.88 

  2.02 

  i-55 

  i-79 

  1-93 


Pennsylvania 

Year  Receipts                     Expenses  Appropriation 

1908  $188,629.89  $189,807.70  $80,000 

1909   211,481.96   212,885.79   80,000 

1910   224,256.16   228,387.07   95,000 

1911    232,630.30  230,521.25   95,000 

1912   250,381.29   253,633.34   95,000 

1913   248,648.04   248,594.48   95,000 

1914   269,357.55   300,409.24  100,000 

1915   275,576.09   260,445.58  100,000 

1916  277,243.63  299,327.03  97,500 

1917   337,349-66  277,243.63   97,500 

$319,527>19 
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of 


Founders,  $50,000  or  over ; 

Benefactors,  $10,000  to  $50,000; 
Donors,  $5,000  to  $10,000 ; 
Patrons,  $1,000  to  $5,000; 

Contributors,  less  than  $1,000. 


5fo  % 

(Cnmm0ttro?altlf 
ffenttajjliiattta 

uitya&t  apprnpnaiuma  to  ttje 
Itotlomg  Jfatto  anb  to  ifllaintenanr? 

ilefferantt  ifoapital 


ISAIAH  V.  WILLIAMSON 

ENDOWED  WARD 


THOMAS  A.  SCOTT 

ENDOWED  WARD 


J.  ALFRED  KAY 

BEQUEST 


LEWIS  AUDENRIED 

ENDOWED  WARD  IN  MEMORY  OF 
MOTHER 

ANNA  CHRISTINA  AUDENRIED 

SISTERS 

MARIA  AUDENRIED 

LOUISA  JAEGER 
CATHERINE  MILLER 


GEORGE  S.  PEPPER 

ENDOWED  WARD 
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WILLIAM  POTTER 

ENDOWED  WARD  IN  MEMORY  OF 

JANE  VANUXEM  POTTER 
HETTY  VANUXEM  POTTER 


JOHN  JOSEPH  ALTER 

ENDOWED  WARD  IN  MEMORY  OF 

JOHN  JOSEPH  ALTER 
LOUISE  ALTER 


FRANK  HASELTINE 

CONTRIBUTION  TO 

ENDOWMENT  FUND 


ANNA  H.  CARVER 

ENDOWED  BEDS  IN  MEMORY  OF 
HUSBAND 

WILLIAM  BURTON  CARVER 
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HANNAH  PRICE  BROOKEFIELD 

ENDOWED  BEDS  IN  MEMORY  OF  ' 
FATHER 

Dr.  JAMES  BROOKEFIELD 

MOTHER 

SARAH  PRICE  BROOKEFIELD 


EMILY  M.  PHILLIPS 

ENDOWED  BEDS  IN  MEMORY  OF 
BROTHER 

HENRY  M.  PHILLIPS 


MARY  C.  RITCHIE 

ENDOWED  BEDS  IN  MEMORY  OF 
BROTHER 

Commodore  ROBERT  RITCHIE 


PHILADELPHIA 
CONTRIBUTIONSHIP 

ENDOWED  BEDS 


PHILADELPHIA  AND  READING 
RAILWAY  COMPANY 

ENDOWED  BEDS 


SIMON  MUHR 

ENDOWED  BEDS 
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WILLIAM  POTTER 

ENDOWED  BEDS  IN  MEMORY  OF 

FREDERICK  VANUXEM  POTTER 
ALICE  POTTER 


EDWARD  I.  SMITH 

ENDOWED  BEDS  IN  MEMORY  OF 
FATHER 

CHARLES  SMITH 

MOTHER 

CATHARINE  IUNGERICH  SMITH 

BROTHER 

LOUIS  I.  SMITH 


JOHN  JOSEPH  ALTER 

ENDOWED  BEDS  IN  MEMORY  OF 

JOHN  JOSEPH  ALTER 
LOUISE  ALTER 


DANIEL  BAUGH 

CONTRIBUTION  TO  THE 

BUILDING  FUND 


ZOE  DANA  UNDERHILL 

MAINTENANCE  OF  THE 

NEUROLOGICAL  DEPARTMENT 


HENRY  C.  LEA 

CONTRIBUTION  TO  THE 

BUILDING  FUND 
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ALICE  GIBSON  BROCK 
MARY  K.  GIBSON 

MEMORIAL  TO 
FATHER 

HENRY  C.  GIBSON 


JAMES  H.  WINDRIM 

CONTRIBUTION  TO  THE 

BUILDING  FUND 


CATHARINE  C.  MIDDLETON 
SOLARIUM  FOR  CHILDREN 

MEMORIAL  TO  HUSBAND 

SAMUEL  W.  MIDDLETON 


LOUIS  CLARK  VANUXEM 

MEMORIAL 

X-RAY  DEPARTMENT 


ORVILLE  HORWITZ 

ENDOWED  BED  IN  GENITO-URINARY  WARD 
ENDOWED  BED  IN  MENS  SURGICAL  WARD 
IN  MEMORY  OF 

PHINEAS  J.  HORWITZ 

LATE  MEDICAL   DIRECTOR  AND 
SURGEON-GENERAL  UNITED   STATES  NAVY 

ENDOWED  BED  IN  GYNAECOLOGICAL  WARD 

IN  MEMORY  OF 

CAROLINE  NORRIS  HORWITZ 
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innnrs 

JESSE  GEORGE 
Endowed  Bed 


THOMAS  D.  MUTTER 
Endowed  Bed 


ASA  PACKER 
Endowed  Bed 


JOSEPH  PANCOAST 
Endowed  Bed 


SAMUEL  FRANCIS  SHAW 
Endowed  Bed 


ANTHONY  DREXEL 
Endowed  Bed 


MARY  DISSTON 
Endowed  Bed 


ASA  WHITNEY 
Endowed  Bed 


B.  B.  COMEGYS 
Endowed  Bed 
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WILLIAM  BUCKNELL 
Endowed  Bed 
For  the  Treatment  of  Renal  Diseases 


ECKLEY  B.  COXE,  Jr. 
Endowed  Bed 


REBECCA  COXE 
The  Drifton  Bed 


HENRY  C.  LEA 
Endowed  Bed 


ADELAIDE  R.  SHAW 
Endowed  Bed 


STEPHEN  GREENE 
Endowed  Bed  in  Memory  of  Grandchild, 
Stephen  Greene  Evans. 


MARY  MOSELEY 
Endowed  Bed  in  Memory  of 
George  L.  Moseley, 
Mary  Moseley. 
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Snnnrs 


CHARLES  HEBARD 

Endowed  Bed  in  Memory  of  Wife, 
Mary  Cornelia  Hebard. 


THEODORE  BREMER 

Endowed  Bed  in  Memory  of  Son, 
Theodore  Bremer,  Jr. 


CARRIE  PEARSON 
Endowed  Bed  in  Memory  of  Father, 
Judge  John  J.  Pearson. 


JAMES  H.  WINDRIM 

Endowed  Bed  in  Memory  of  Mother, 
Catharine  Hamilton  Windrim. 


Mrs.  EDWARD  C.  KNIGHT 
Endowed  Bed  in  Memory  of  Husband, 
Edward  C.  Knight. 


Dr.  WILLIAM  CAMAC 
Endowed  Bed  in  Memory  of 
Ellen  McIlvaine  Camac. 


Mrs.  CHARLES  S.  HEBARD 

Endowed  Bed  in  Memory  of  Father, 
David  Morgan. 
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Smtnra 

MARGARETTA  DIXON 

Endowed  Bed 


J.  ALFRED  KAY 

Endowed  Bed  in  Memory  of 
Mary  Kay. 


HIRAM  BROOKS 

Endowed  Bed. 


ADA  E.  TOWNSEND 
Endowed  Bed  in  Memory  of  Husband, 
Joseph  B.  Townsend. 


HARRIET  C.  PREVOST 

Endowed  Bed  in  Memory  of  Husband, 
Sutherland  Mallet  Prevost. 


PUBLIC  SCHOOL  TEACHERS  OF 
PHILADELPHIA 
The  Lewis  Elkin  Memorial  Room 
for  the 

Public  School  Teachers  of  Philadelphia. 


MARY  CHEVES  DULLES 
Endowed  Bed. 
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Honors 

THOMAS  ELKINTON  FUND 
Proceeds  of  the  Endowment  to  be  Devoted  to 
The  Orthopedic  Department. 


D.  M.  BARRINGER 

Endowed  Bed  in  Memory  of 
Lewin  Wethered  Barringer. 


GENERAL  WILLIAM  J.  PALMER 
Endowed  Bed. 


E.  E.  MONTGOMERY 
Endowed  Bed. 


WILLIAM  WEIGHTMAN 

Contribution  to  Building  Fund. 


ALBA  B.  JOHNSON 

Endowed  Bed  in  Memory  of  Mother, 
Alma  Kemp  Johnson. 

AMANDA  R.  FELL 
Endowed  Bed  in  Memory  of  Husband, 
J.  Gillingham  Fell. 


THOMAS  DRAKE 
Endowed  Bed. 
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SARAH  E.  WILLIAMS 

Endowed  Bed  in  Memory  of  Son, 
Dr.  Charles  Nichols  Williams, 
Class  of  1884. 


NATHAN  SNELLENBURG 

Endowed  Bed  in  Memory  of  Son, 
Milton  L.  Snellenburg. 


J.  C.  WILSON 

Contribution  to  the  Building  Fund 
in  Memory  of 

Ellwood  Wilson. 


BARTHOLOMEW  SHEA 
Endowed  Bed. 


ELLEN  PHILLIPS  SAMUEL 

Endowed  Bed  in  Children's  Ward 
in  Memory  of  Father, 
J.  Altamont  Phillips. 

Endowed  Bed  in  the  Maternity 
in  Memory  of 

Mrs.  WILLIAM  P.  HENSZEY 


JAMES  F.  HOPE 
Endowed  Bed. 
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fimunrs'  otabbt 


ANNA  J.  MAGEE 

Endowed  Bed. 
To  the  Glory  of  God  and 
Loving  Memory  of  her  Father, 

JAMES  MAGEE 


SAMUEL  BETTON 

Endowed  in  Children's  Ward. 
EDWARD  BETTON 
Memorial  Free  Bed. 
SAMUEL  BETTON,  Jr. 
Memorial  Free  Bed. 

Endowed  Bed. 
MATERNITY  DEPARTMENT 
in  Memory  of 

GLADYS  CROMPTON 
Died  May  7,  1915. 


CATHERINE  NELSON  VAUGHAN 
Orthopedic  Free  Bed. 

CLARA  R.  GALLI 

Endowed  Bed  in  Memory  of 
Edward  and  Mary  Elizabeth  Roberts. 

Endowed  Bed  in  Orthopedic  Ward 
in  Memory  of 

Dr.  DAVID  P.  MILLER 
Class  of  1864. 

86 


Patrons 

SAMUEL  ELKIN 
Endowed  Operating  Room. 


ANNA  M.  CONNOLLY 
Maintenance. 


CHESTNUT  HILL  BED  IN 
CHILDREN'S  WARD 

Semi-Annual  Endowment. 


GIMBEL  BROTHERS 

Contribution  to  Building  Fund. 


WILLIAM  DISSTON 

Contribution  to  Building  Fund. 


JAMES  W.  PAUL,  Jr. 

Contribution  to  Building  Fund. 


JAMES  C.  WILSON 

Contribution  to  Building  Fund. 


JOSIAH  KISTERBOCK,  Jr. 

Contribution  to  Building  Fund. 
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FRANCES  A.  ROBERTS 

Contribution  to  Building  Fund. 


ELIZABETH  C.  ROBERTS 
Contribution  to  Building  Fund. 


COLLINS  W.  WALTON 

Contribution  to  Building  Fund. 


STEPHEN  GREENE 

Contribution  to  Building  Fund. 


HENRIETTA  E.  GARRETT 
Contribution  to  Building  Fund. 


W.  W.  FRAZIER 
Contribution  to  Building  Fund. 


THOMAS  E.  BAIRD 
Contribution  to  Building  Fund. 


JAMES  W.  HOLLAND 
Contribution  to  Building  Fund. 


W.  E.  GARRETT,  Jr. 
Contribution  to  Building  Fund. 
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EMILY  M.  PHILLIPS 

Contribution  to  Building  Fund. 


CHARLES  C.  HARRISON 

Contribution  to  Building  Fund. 


THOMAS  McKEAN 

Contribution  to  Building  Fund. 


CHARLES  M.  SWAIN 

Contribution  to  Building  Fund. 


LAWRENCE  LEWIS 

Contribution  to  Building  Fund. 


EUGENE  NUGENT 

Contribution  to  Building  Fund. 


WILLIAM  POTTER 

Contribution  to  Building  Fund. 


DANIEL  BAUGH 

Contribution  to  Ambulance  Fund. 


Mrs.  CHARLES  P.  TURNER 
Equipment  of  Gynecological  Laboratory. 
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(Eaalj  (Emtfrfbutiims 


Mr.  L.  C.  Anderson,  for  Emergency  Service   $2.00 

Oliver  H.  Bair    25.00 

H.  H.  Battles    25.00 

Mrs.  Daniel  Baugh,  for  the  Children's  Ward  for  Ice  Cream 

and  for  Christmas    10.00 

Mr.  Philip  Brady,  for  Emergency  Service    1.00 

Briehl  &  Company    15.00 

The  Alvah  Bushnell  Company    5.00 

Cash,  for  Emergency  Service    1.50 

Chesterman  &  Streeter    10.00 

Curtis  Publishing  Company    100.00 

Mr.  William  Currie,  for  Emergency  Service    1.00 

Mrs.  Howard  A.  Davis,  for  the  Children  for  Christmas    3.00 

Mr.  J.  A.  Davis,  for  Emergency  Service    2.00 

Dearborn  Chemical  Company    5.00 

B.  F.  Dewees    15.00 

Mr.  James  L.  Dillon    5.00 

Henry  A.  Dreer    25.00 

Mr.  A.  j.  Eissing,  for  Emergency  Service    2.00 

From  the  Estate  of  the  late  Moses  Espen    22.03 

Mr.  Charles  Felger    .50 

Fire  Insurance  Patrol,  through  Dr.  J.  Chalmers  DaCosta   25.00 

Mr.  B.  W.  Fleisher    1.00 

Friend  of  the  Emergency  Department   10.00 

A  Friend,  for  Emergency  Service    1.00 

A  Friend,  for  Emergency  Service    .50 

Mr.  Donnas  Garnir,  for  Emergency  Service   .50 

Gelb  Brothers,  through  Dr.  Leo  Gartman    5.00 

Mr.  Henry  M.  Gratz    167.00 

Mr.  Stephen  Green    10.00 

Mr.  W.  Greenwald,  for  Emergency  Service   1.00 

Harper  Shoe  Company    25.00 

John  Haworth  &  Company    15.00 

Mrs.  D.  L.  Hebard,  for  the  Children's  Ward    10.00 

Mr.  Isadore  M.  Hirshblond,  for  Emergency  Service   1.00 

Hoffman,  LaRoche  Chemical  Company   12.50 

W.  R.  Houck    25.00 

W.  R.  Houck,  for  Christmas    10.00 

Mr.  Frank  Jackson,  for  Emergency  Service    .62 

Mrs.  Henry  S.  Jeans,  through  Mrs.  B.  Dobson  Altemus   100.00 

Mrs.  Alba  B.  Johnson,  for  whitewashing,  Department  for  Dis- 
eases of  the  Chest    10.00 
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Mr.  Henry  Justi,  for  Children's  Ward    $1.00 

Mr.  Milton  Keith,  for  Emergency  Service    .25 

Lewis  Manufacturing  Company    10.00 

Mrs.  Mary   Litts    50.00 

Mrs.  Horatio  Gates  Lloyd,  through  Mrs.  Simon  Gratz,  for  Ice 

Cream  for  the  Children    2.00 

Mr.  Andrew  L.  Logan    10.00 

Miss  Anna  C.  Maddock,  for  Nurses'  Home   25.00 

Miss  Anna  J.  Magee,  for  Ice  Cream  for  the  Children   5.00 

John  M.  Maris  Company    57-43 

Mrs.  J.  Rutherford  McAllister,  for  the  Children   5.00 

Mclntire,  Magee  &  Brown    25.00 

F.  McManus,  Jr.,  &  Company    10.00 

Mr.  Theodore  Meyer    5.00 

Moore  Bread  Company    5.00 

Murray  Oxygen  Company    1.00 

New  York  Belting  and  Packing  Company    10.00 

Nifty  Ben's    5.00 

Philadelphia  Grease  Mfg.  Company    5.00 

Mr.  Alphonse  Piela    2.00 

Mr.  Charles  S.  Reed    10.00 

Royal  Electrotype  Company    25.00 

Mr.  George  Russell    1.00 

S.  S.  White  Dental  Mfg.  Company    25.00 

Mrs.  Edward  Schmidt,  for  Children's  Ward  for  Christma;...  50.00 

Mrs.  C.  B.  Shoemaker    5.00 

Mrs.  S.  MacCuen  Smith,  for  the  Children   5.00 

N.  Snellenburg  &  Company    25.00 

Mr.  Albert  Spalding    .50 

Strawbridge  &  Clothier    25.00 

Miss  Bernadine  Stuber    10.00 

United  Gas  Improvement  Company    25.00 

Mr.  Percy  W.  Vivian    15.00 

Miss  Emilie  P.  Warner,  for  care  of  Harriett  Black   34-00 

Mrs.  Rollin  H.  Wilbur,  for  Ice  Cieam  for  Children's  Ward..  2.50 

William  V.  Willis  &  Company    6.71 

Mrs.  C.  W.  Woodward    5.00 

Mr.  James  Wren    2.00 
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Finley  Acker,  25  pounds  candy  for  Children's  Ward. 
Alpha  Phi  Society,  Ogontz  School,  flowers  for  wards. 
Mrs.  S.  A.  Atkinson,  toys. 
Mrs.  W.  Atterbury,  flowers. 

Mr.  Charles  W.  Bailey,  blood  pressure  apparatus  for  Sixth  Floor. 
Mrs.  T.  B.  Baldwin,  12  knitted  sacks,  12  knitted  caps,  for  Children's 
Ward. 

Mrs.  Albert  C.  Barnes,  20  towels,  4  pairs  underdrawers,  8  undershirts, 

15  flannelette  night  gowns,  for  Children's  Ward. 
Theodore  F.  Baulig,  6  dozen  baby  slips. 
Blauner's,  flowers. 

Mr.  William  F.  Brennan,  magazines. 
Mrs.  Edward  Brooks,  flowers  for  Wards. 
Mrs.  Armitt  Brown,  magazines  for  Wards. 

Century  Flower  Shop,  4  fancy  fern  pieces  and  flowers  for  Wards. 
Miss  Fanny  Chapman,  toys  for  Children's  Ward. 
Miss  R.  Conover,  flowers  for  Children's  Ward. 
Crane  Ice  Cream  Company,  cakes. 

Mrs.  Howard  A.  Davis,  scrap  books  for  Children's  Ward. 
Mrs.  J.  Leslie  Davis,  on  numerous  occasions  flowers  for  Wards,  Chil- 
dren's Ward,  potted  plants  for  Nurses'  Home  and  Children's  Ward. 
Dr.  J.  Leslie  Davis,  mushrooms  for  doctors  and  nurses. 
Mrs.  William  H.  Donner,  flowers  and  magazines. 
Mrs.  Alice  L.  Drysdale,  flowers. 
Mrs.  C.  Duckett,  magazines. 
Mr.  Horace  T.  Dumont,  flowers  for  Wards. 
Department  for  Diseases  of  the  Chest: 
Mrs.  Daniel  Baugh,  6  caps,  magazines. 

Mrs.  J.  Priestley  Button,  2  sofa  cushions,  1  table,  11  towel  racks, 

4  bureau  scarfs. 
Mrs.  H.  A.  Davis,  9  cots,  10  books. 
Miss  B.  Frishmuth,  5  fruit  cakes. 
Mr.  W.  K.  Kerford,  magazines. 
Father  LeTare,  candy. 
Mrs.  Horatio  Gates  Lloyd,  4  caps. 
Philadelphia  Electric  Company,  magazines. 

Women's  Auxiliary,  through  Mrs.  B.  Dobson  Altemus,  24  pairs  bed- 
room slippers,  24  suits  underwear,  24  nightgowns,  18  dressing  sacks, 
12  bath  robes,  138  pairs  socks. 
Women's  Auxiliary,  through  Mrs.  H.  A.  Davis,  8  caps. 
Women's  Auxiliary,  through  Mrs.  Pere  Wilmer,  4  Christmas  trees. 
Feasterville  Sunday  School,  flowers  for  Children's  Ward. 
Flower  Mission,  Church  of  St.  Luke  and  Epiphany,  flowers  for  Wards. 
Mrs.  Eugene  Foljaube,  flowers. 
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A  Friend,  flowers  for  Wards. 

A  Friend,  toys  for  Children's  Ward. 

Mrs.  O.  M.  Gilmore,  toys. 

Gimbel  Brothers,  toys  at  Christmas. 

Mrs.  Lorraine  Goodrich  Graham,  2  baskets  of  flowers. 

Mrs.  Simon  Gratz,  toys,  books,  4  dolls,  6  kiddie  kars,  24  undershirts, 

6  pairs  stockings,  37  rompers,  25  pounds  candy,  gifts  for  Christmas 

for  Children's  Ward ;  books  for  Wards. 
Mrs.  C.  R.  Griggs,  20  glasses  of  jelly  for  Ward  patients. 
Prof.  H.  A.  Hare,  emergency  surgical  kit. 
Mrs.  Buchanan  Harrar,  magazines. 
Mrs.  B.  Harris,  magazines  for  Wards. 
Hasselberg  Brothers,  display  card  for  Christmas. 
Mrs.  D.  L.  Hebard,  magazines. 
Mr.  George  W.  Hills,  books  for  Wards. 
Mrs.  James  M.  Hill,  flowers. 
Holy  Trinity  Flower  Mission,  flowers. 
Miss  Lois  Loring  Jackson,  flowers. 
Mrs.  Alba  B.  Johnson,  flowers. 
Mr.  H.  M.  Justi,  magazines. 
Dr.  W.  W.  Keen,  magazines  for  Wards. 
Mrs.  J.  Kemme,  toys. 
Mr.  W.  K.  Kerford,  magazines. 
Dr.  W.  H.  Kinney,  magazines. 

Mrs.  E.  J.  Klopp,  12  baby  blankets,  1  cabinet,  1  chair,  1  baby  scale, 
3  bassinette  stands,  5  hair  mattresses,  1  screen,  5  rubber  slip  covers. 
Mrs.  D.  Braden  Kyle,  flowers  for  Wards. 

Mrs.  Horatio  Gates  Lloyd,  4  scrap  books  for  Children's  Ward,  books 

and  magazines  for  Wards. 
Mrs.  James  A.  MacLennon,  magazines. 
John  H.  McFadden,  Esq.,  orthopedic  brace. 
Mrs.  P.  N.  Miller,  magazines  for  Wards. 
Miss  Emma  Mills,  24  pillows. 

Mr.  William  E.  Montelins,  5  dozen  fresh  eggs,  magazines  for  Wards. 
Needlework  Guild  of  America,  125  articles  of  clothing. 
Neisner  Brothers,  toys. 

Mrs.  Mary  A.  Nelson,  book  of  cards  for  Children's  Ward. 
Nifty  Ben's,  magazines. 

Norwich  Pharmacal  Company,  1  dozen  packages  of  gauze. 

Pen  and  Pencil  Club,  Christmas  gifts  for  children. 

Pennsylvania  Institute  for  Instruction  of  the  Blind,  4  books  embossed. 

Philadelphia  P.  E.  Mission,  flowers  for  Wards. 

Powers,  Weightman,  Rosengarten  Company,  25  pounds  ether. 

Mr.  James  Lewis  Rake,  1  barrel  pretzels  for  Nurses. 
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Mrs.  James  Reed,  book-rack,  commode,  magazines,  ice  cream  for 
Wards. 

Mr.  Andrew  Reider,  i  crate  cranberries. 
Mr.  J.  J.  Reilly,  magazines. 

Mrs.  Helen  Ross,  ice  cream  and  cakes  for  Children's  Ward. 

Mrs.  George  Roux,  flowers. 

M.  B.  Saunders  &  Company,  magazines. 

Miss  Elizabeth  C.  Schick,  flowers  for  Wards. 

Mrs.  Edward  A.  Schmidt,  magazines  and  books  for  Wards. 

J.  A.  Schwarz,  12  dolls. 

Mr.  James  H.  Scott,  magazines. 

Mrs.  E.  M.  Seltzer,  abdominal  supporter. 

Mr.  Harold  R.  Shirley,  magazines. 

Mrs.  Howard  J.  Shoemaker,  flowers. 

Mrs.  Harry  Shoemaker,  flowers. 

Mr.  C.  C.  Smith,  books  for  Wards. 

Mrs.  Winthrop  Smith,  roses  for  Wards. 

St.  Stephen's  Church,  through  Mrs.  Simon  Gratz,  33  pajamas,  208 

muslin  gowns,  164  rompers,  for  Children's  Ward. 
St.  Stephen's  Parish  House,  flowers. 
Mr.  Stanley  Snellenburg,  toys  at  Christmas. 
Strawbridge  &  Clothier,  toys  at  Christmas. 
Mrs.  S.  M.  Vauclain,  flowers. 

Women's  Auxiliary,  through  Mrs.  B.  Dobson  Altemus,  18  glass  water 
sets,  potted  plants  for  Wards,  Halls,  Dining-rooms,  and  Main  En- 
trance, and  flowers  for  private  trays,  at  Easter;  gifts  at  Christmas. 

Women's  Auxiliary,  through  Mrs.  O.  M.  Gilmore,  candy,  cake  and 
Easter  novelties  for  Children's  Ward. 

Women's  Auxiliary,  through  Mrs.  Simon  Gratz,  72  pairs  sandals,  18 
pajamas,  77  vests,  for  Children's  Ward. 

Women's  Auxiliary,  through  Mrs.  D.  L.  Hebard,  tables  for  Nurses' 
Dining-room,  flowers  for  Nurses'  Home,  gifts  at  Christmas. 

Women's  Auxiliary,  8  dozen  wrappers  for  women. 

Women's  Bazaar,  flowers  for  Women's  Wards. 

Women's  Christian  Temperance  Union,  Abington  Branch,  through  Mrs. 

A.  D.  Groshens,  flowers  for  Children's  Ward. 
J.  H.  Weaver  &  Company,  1  pair  crutches. 
Welsh  &  Davis,  perimeter  for  Eye  Department. 
George  L.  Wells,  Inc.,  smoked  meats. 

Mrs.  Rollin  H.  Wilbur,  flowers  for  trays,  ice  cream  for  Children's 
Ward,  wreaths  for  private  rooms. 
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In  the  State  of  Pennsylvania,  testamentary  provision  for  a  chari- 
table institution  must  be  by  a  will  made  at  least  thirty  days  prior 
to  the  decease  of  the  testator.  The  signature  of  the  testator  must  be 
attested  by  at  least  two  subscribing  witnesses,  who  should  sign  their 
names  as  witnesses  thereto  in  the  presence  of  the  testator  and  of  each 
other. 

None  of  these  witnesses  should  be  interested  in  any  manner  in 
the  institution  intended  to  be  benefited,  as  manager,  trustee,  officer, 
employee,  beneficiary  or  otherwise. 

The  testator  may  either  bequeath  personal  property  or  devise  real 
estate  to  the  institution  generally,  or  may  create  an  endowment  whereby 
only  the  income  therefrom  shall  be  used  for  its  benefit. 

The  following  forms  are  suggested  for  a  legacy  of  personal  prop- 
erty and  a  devise  of  real  estate,  where  it  is  intended  that  the  same  shall 
be  devoted  to  the  use  of  the  Hospital  generally  without  restriction : 

FORM  OF  BEQUEST  OF  PERSONAL  ESTATE 

I  give  and  bequeath  unto  The  Jefferson  Medical 
College,  of  Philadelphia,  for  the  maintenance,  extension  or 

betterment  of  its  Hospital  Department,  the  sum  of  

dollars. 

FORM  OF  DEVISE  OF  REAL  ESTATE 

I  give  and  devise  unto  The  Jefferson  Medical  College, 
of  Philadelphia,  its  successors  and  assigns,  for  the  maintenance, 
extension  or  betterment  of  its  Hospital  Department  (here 
describe  the  property) . 

If  the  testator  shall  desire  to  limit  the  use  of  the  legacy 
or  devise  to  a  particular  purpose,  the  following  forms  are 
suggested.  Such  purpose  can  be  indicated  by  suitable  designa- 
tion to  be  added  after  the  words  "Hospital  Department." 

FORM  OF  BEQUEST  OF  PERSONAL  PROPERTY 

I  give  and  bequeath  unto  The  Jefferson  Medical 
College,  of  Philadelphia,  for  the  benefit  of  its  Hospital 

Department  (here  indicate  the  purpose)  the  sum  of  

dollars. 
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FORM  OF  DEVISE  OF  REAL  ESTATE 

I  give  and  devise  unto  The  Jefferson  Medical  College, 
of  Philadelphia,  its  successors  and  assigns,  for  the  benefit  of 
its  Hospital  Department  (here  indicate  the  purpose)  (here 
describe  the  property). 

If  the  testator  shall  desire  that  the  legacy  or  devise  shall 
create  or  form  part  of  an  endowment  for  a  general  or  a  special 
purpose,  and  only  the  income  thereof  be  used  for  the  benefit 
of  the  Hospital,  the  following  forms  may  be  found  helpful. 
The  purpose  desired  can  be  added  after  the  words  "for  the 
endowment  of." 

FORM  OF  BEQUEST  OF  PERSONAL  PROPERTY 

I  give  and  bequeath  unto  The  Jefferson  Medical 

College,  of  Philadelphia,  the  sum  of  dollars  for  the 

endowment  of 

FORM  OF  DEVISE  OF  REAL  ESTATE 

I  give  and  devise  unto  The  Jefferson  Medical  College, 
of  Philadelphia,  its  successors  and  assigns  (here  describe  the 
property)  for  the  endowment  of 

Among  the  purposes  for  which  endowments  are  desired 
are  the  following : 

Hospital  Department. 
Rooms  in  the  Hospital. 

Any  of  the  Wards  of  the  Hospital  Department  and  beds  therein. 
Maternity  Department  of  the  Hospital  and  rooms,  wards  and  beds 
therein. 

Children's  Department  of  the  Hospital  and  beds  therein. 

Social  Service  of  the  Hospital  Department. 

Operating  Rooms  in  the  Hospital. 

Laboratories  in  the  Hospital. 

Departments  of  Research  in  the  Hospital. 

Dispensaries  in  the  Hospital. 

Building  Fund  of  the  Hospital. 

Department  for  Diseases  of  the  Chest. 

Convalescent  Care  of  Patients. 

Nurses'  Home. 


96 


If  the  testator  shall  desire  to  benefit  the  Hospital  Depart- 
ment and  to  limit  the  use  of  the  legacy  or  devise  to  a  particular 
purpose,  the  following  forms  are  suggested: 

FORM  OF  BEQUEST  OF  PERSONAL  PROPERTY 

I  give  and  bequeath  unto  The  Jefferson  Medical 
College,  of  Philadelphia  (Hospital  Department)  (here  indi- 
cate the  purpose),  the  sum  of  dollars. 

FORM  OF  DEVISE  OF  REAL  ESTATE 

I  give  and  devise  unto  Ti-ie  Jefferson  Medical  College, 
of  Philadelphia,  its  successors  and  assigns  (Hospital  Depart- 
ment) (here  indicate  the  purpose)  (here  describe  the  property) . 

If  the  testator  shall  desire  that  the  legacy  or  devise  shall 
create  or  form  part  of  an  endowment  for  a  general  or  a  special 
purpose,  and  only  the  income  thereof  be  used  for  the  benefit 
of  the  Hospital,  the  following  forms  may  be  found  helpful. 
The  purpose  desired  can  be  added  after  the  words  "for  the 
endowment  of." 

FORM  OF  BEQUEST  OF  PERSONAL  PROPERTY 

I  give  and  bequeath  unto  The  Jefferson  Medical 
College,  of  Philadelphia,  (Hospital  Department),  the  sum  of 
 dollars  for  the  endowment  of 

FORM  OF  DEVISE  OF  REAL  ESTATE 

I  give  and  devise  unto  The  Jefferson  Medical  College, 
of  Philadelphia,  its  successors  and  assigns  (Hospital  Depart- 
ment) (here  describe  the  property),  for  the  endowment  of 
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